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RESEARCH MEMORANDUM 


SUMMARY OF SUBSONIC -DIFFUSER DATA 

By John R. Henry, Charles C. Wood, 
and Stafford W. Wilbur 


SUMMARY 


The subsonic -diffuser data available in the literature are reviewed, 
reduced to certain appropriate performance coefficients, and presented as 
functions of the significant geometric and flow variables. The presenta- 
tion is divided into the following parts : performance at low speeds 

(inlet Mach numbers of approximately 0 . 20 ), the effects of increasing the 
inlet speed up to choking Mach niimbers. Illustrations of the effectiveness 
of boundary-layer controls, and illustrations of the effects of distorted 
inlet velocity distributions as obtained at subsonic speeds with spoilers 
upstream from the inlet and as obtained from compression shocks in super- 
sonic inlets. An analysis based on typical supersonic -inlet data indi- 
cates total -pressure losses chargeable to shock — boimdary-layer interac- 
tion, and original data on a 5° converging-diverging conical diffuser 
illustrates these effects on the flow development throughout the diffuser. 


INTRODUCTION 


In recent years, the successful design of aircraft ducting has 
become essential in order to realize the desired aircraft performance. 

This situation is the resiolt of the transfer of the propulsion systems 
for military aircraft from the propeller to the air-breathing jet, which 
requires internal air flow measurable in tons per minute. The thrust 
and general operation of the jet propulsion system are directly dependent 
on the duct pressure recoveries and flow characteristics. 

One critical component of aircraft duct systems is the subsonic 
dlfftaser. The adverse pressure gradient attendant on subsonic diffusion 
promotes a rapid growth of the boundary layer, leading to various degrees 
of flow distortion, pressure pulsation, total-pressinre loss, and flow 
instability if flow separation takes place. Subsonic diffusers are 
required between the supersonic inlet and the engine face, between the 
compressor and the combustor, and between the turbine and the af terbvirner . 
Thus, satisfactory subsonic -diffxiser performance becomes a necessity for 
suitable engine performance. 


2 




NACA RM L56F05 


The state of the knowledge of boundary-layer growth in adverse pres- 
sure gradients does not approach that required to derive diffuser design 
information; therefore, designers miist rely on empirical data. The pur- 
pose of this paper is to summarize in a concise and useful form the best 
subsonic-diffuser data available with a view toward its use by duct 
designers and analysts of duct-system performance. Data at low inlet 
speeds (essentially incompressible) will be reviewed and summarized. 
Although several such reviews are available in the literatvire (see refs. 1 
to 5), the data have never been fiilly exploited with a view toward current 
needs. In addition, the effects on diffuser performance of Increasing the 
inlet Mach number up to the choking condition, the effectiveness of 
boundary-layer controls, and the effects on performance of shock — 
boundary-layer interaction will be covered as extensively as available 
data permit. 

As is the case for any presentation of knowledge which uses enipirical 
correlations as a basis, a given set of duct design conditions generally 
will not coincide exactly with any set of data presented herein. This 
situation will prevent the accirrate prediction of performance and the 
accurate choice of an optimum conflgiuration. The object of the presenta- 
tion necessarily is limited to illustrating the effects of the principal 
variables for the less complex configurations. The designer must use the 
illustrations as a guide in designing specific configurations for specific 
conditions and in estimating the performance of the resulting design. 
Refined designs eind performance figures still must be obtained by experi- 
ment in many cases. 


SWBOLS 


a 

b 

b 

c 

f 

n 

P 

Rw 


rectangular-duct 

rectangular-duct 

vortex-generator 

vortex-generator 


cross-sectional width (see fig. 22(c)) 
cross-sectional height (see fig. 22(c)) 
span 
chord 


friction factor, (see ref. 1) 

exponent in boundary-layer equation, (y/6)^/“ = u/u 
absolute static pressure 

absolute static pressure from wall static-orifice measurements 
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X, y 
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D 

H 

He 

HRef 
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L 

M 

M* 


P 


g 


1 P 

dynamic pressure, 

compressible dynamic pressure, H - p 


mass -weighted, dynamic presstires corresponding to q and q^, 
respectively 

radial distance to a point in a duct cross section 

spacing between adjacent vortex generators, measured on the 
duct inner surface at the l/ 4 -chord point 

local velocity 

average velocity over a duct cross section 

horizontal and vertical distances from duct wall, respectively 

duct cross-sectional area 

ratio of diffuser exit area to inlet area 

duct diameter 

absolute stagnation pressure 

effective total pressure, defined as mass -momentum total 
pressure in reference 4 

absolute stagnation pressure at reference station 
mass -weighted stagnation pressure 


diffuser loss factor. 


AH/q 



duct length along axis 
Mach number 

Mach number at inlet reference station for the choked flow 
condition 

one -dimensional, compressible pressure gradient (fig. 16(a)) 
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R 

R 

R 

% 

U 

a 


y 

6 

6* 


4 

A 


A* 


A* 


c 


20 
20 c 


radial distance to duct wall at a given station 
one-half the inlet gap for an annular-diffuser inlet 
ratio of suction or injection quantity to total flow, percent 
Reynolds number based on hydraulic diameter 

maximum velocity in a velocity profile at a given duct station 

angle of attack of a vortex generator measured with respect to 
the duct center line 

ratio of specific heat at constant pressure to specific heat at 
constant volume 

boundary-layer thickness to the point of maximum velocity 
two-dimensional, incompressible displacement thickness of 

boundary layer, 

^ Ji-(6/r) ^ uy R 

diffuser effectiveness 

difference between values of a given paxameter at two different 
duct stations or at two points at a given station, used as a 
prefix for another symbol 

three-dimensional, imcompressible displacement area, 

[i-(5/r)]2 ' W W 




three-dimensional, compressible displacement area. 



pi 

[l -(6/R)]2 



total diffuser expansion angle 

equivalent conical-diffuser expeuision angle (included wall angle 
of a cone of the same length and inlet and exit areas) 

diffuser expansion angle (included angle between walls) 
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/ 


26 


cc 


»c 5 


P 

P 2 


diffuser expansion angle (included wall angle ot a cone circum- 
scribed about a rectangular diffuser) 

two-dimensional, incompressible momentum thickness of the 

bo\mdary layer; |= | 

^ Ji-(6/R) W ^ 

three-dimensional, incompressible momentian eireaj 


0 


5 _ 


[ i -( 6 / R)]2 




three-dimensionax, compressible momentum axea; 

.2 


9c5_ 


pu 


A «[1-(6/R)]2 PlU 

mass density 




mass density at the edge of the boundary layer 


A primed quantity indicates a one -dimensional value consistent with 
continuity, the existing static press;xre, and stagnation temperature. 

Subscripts : 

d diffuser 

f friction 

i inner wall 

I injection boundary-layer control 

o outer wall 

s shock location or suction boundary-layer control 

s+v suction boundary-layer control with a vane installation 

tp tailpipe 

sb shock — ^boundary-layer interaction 
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Subscripts for subsonic -diffuser stations (see fig. 21 (d)): 

1 inlet 

2 exit 

2a slightly downstream of exit (also see fig. 50) 

5 1.07 tailpipe diameters downstream of inlet, annular diffuser 

4 2.09 tailpipe diameters downstream of inlet, annular diffuser 

(also see fig. 50(d)) 

Subscripts for supersonic-inlet configuration (see fig. 55 )j 

0 free -stream conditions 

1 upstream of cowl lip 

la upstream of normal shock 

2 downstream of normal shock or subsonic -diffuser inlet 

5 subsonic -diffuser exit 

w oblique shock -wave angle 

Z cowl lip angle 

s spike angle 

SELECTION OF SIGNIFICANT VAEIABLES 


In order to prepare a summary of diffuser performance data, the 
geometric and flow variables which are most appropriate for use as inde- 
pendent variables in presenting the performance had to be determined and 
defined. In addition, the most desirable diffuser performance parameters 
had to be selected from the many variations available in the literature. 

In both cases, the quantities had to be determinable from the information 
available in the majority of reports. 

Independent variables may be broken down into two general groups, 
geometric and flow. With regard to the former, the general configuration 
of the diffxiser is significant; however, no parameter has been devised 
which represents an expression of the many possible diffuser shapes. Each 
general class of configurations is considered individually herein. Area 



NACA RM L56FO5 


[TIAL 


7 


ratio and expansion angle are the other geometric variables \ised. In the 
case of a straight -walled conical diffuser, the expansion angle 20 is 
defined as the included wall euigle, and as such is a prime factor governing 
the diffuser pressure gradient. The application of the concept of expan- 
sion angle to other configirrations will be discussed in later sections. 

Independent flow parameters used to define inlet conditions include 
boimdary-layer displacement thickness and shape factor, Reynolds number, 
and Mach nimiber. Displacement thickness is used as an index to the pro- 
portion of total flow occupied by the boxmdary layer at the inlet station 
and is defined as follows: 



The two-dimensional definition is used because of its prevalence in the 
literature and because it is as satisfactory as a three-dimensional 
definition for the pxjrposes intended. In the case of an annular cross 
section, the average displacement thickness of the inner and outer walls 
is referenced to one -half the gap width. For diffusers in which only 
two walls diverge the average inlet displacement thickness is refer- 
enced to one -half the distance between the two diverging walls at the 
inlet. For simplicity in all cases the inlet boiondary-layer displacement 
thickness is identified by the same notation, even though the 

definition varies according to the configirration. The inlet boundary- 
layer shape factor is defined as 


6*i/01 


where 


Rl 



The value of shape factor is indicative of the amount of pressure gradient 
which the boundary layer may experience prior to reaching a condition 
where separation is imminent. (See ref. 5*) Reynolds number is based on 
the duct diameter; however, a Reynolds number based on boundary-layer 
thickness may be obtained throiagh use of the values for the inlet boundary- 
layer parameters. Mach number at the inlet is losed as an index to speed 
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effects on diffuser performance. In most available data the true com- 
pressibility or Mach number effects on performance ca,nnot be separated 
from Reynolds number effects becaiose increasing inlet speeds produce 
both higher Reynolds and higher Mach numbers. 

The independent parameters selected cover roughly all significant 
parameters \ised in boundary-layer theory, (See refs. 6 and 7.) The 
parameters 20, Ar, 5*i/Ri, and 6*l/0i may be combined to produce 
the ideal one -dimensional value of 

<ll L 

which is indicative of the average pressiore gradient thro\ighout the 
diffuser and, therefore, is the counterpart of the local pressure gra- 
dient - ^ used in boundary-layer theory. The foregoing comparison 
q. dx 

is not intended to imply that the average pressure gradient is necessarily 
a correlating or governing parameter. 

There are many significant variables which are not covered in detail 
becaiise of the lack of suitable data. Such variables are flow obstruc- 
tions, surface roughness, configuration of downstream ducting, flow 
asymmetry at the inlet, turbulence, and so forth. In addition, some data 
available in the literature were not included herein either because 
sufficient data were not available to illxjstrate a trend over a range of 
values for some parameters, or becaiise all pertinent test conditions were 
not defined. For instance, the former reason applies to certain odd 
configurations for which only one or two data points were available. 

The performance quantities or dependent variables of most interest to 
designers and analysts are total-pressure loss and exit flow distribution. 
The total-pressure loss is directly related to the drag of the system, and 
the exit flow distribution affects critically the operation of duct units 
or power-plant components located downstream of the diffuser. A third 
performance quantity of interest because of its ease of measurement and 
because of its relation to the former two quantities is the static -pressure 
rise. The static-pressure rise reflects the ability of the diffuser to 
accomplish its purpose, which is to convert kinetic energy into pressure 
energy . 

Previous investigators (see refs. 8 to 10) have shown that for a 
given expansion angle and fixed inlet conditions the total -pressure loss 
of a diffuser is proportional to the theoretical, incompressible value of 
total -pressure loss for a sudden expansion of the same area ratio. The 
corresponding proportionality constant, referred to herein as the loss 
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factor, is defined as follows; 


K. (^1 - 

[(Ak - 1)/ar]2 


where the denominator is the sudden-expansion loss and the total pressures 
are average values. When other variables are fixed, the loss factor K 
is approximately constant over wide ranges of area ratio. Therefore, the 
loss factor K will be used as the total -pressure -loss parameter because 
it eliminates one variable. 

Several methods of averaging or weighting total pressures for non- 
uniform flows are prevalent in the literature, and in many cases the dif- 
ferences between the results obtained by the several methods are not 
negligible. Wyatt (ref. 4) presents an euialysis of errors introduced by 
several weighting methods. The analysis indicates that in order to evalu- 
ate various flow parameters by using one -dimensional relations the total 
pressures from surveys at a given duct station should be converted into 
an effective total pressure (referred to as mass-momentum method in 
ref. 4). The effective total pressure corresponds to a value which 
would be obtained by mixing the flow in a frictionless duct until the 
distribution becomes uniform. The calcxilation procedure inherently 
includes total -pressure losses due to mixing. Thus, the use of effective 
total pressure to determine loss values charges mixing losses to the 
ducting where the flow nonuniformity originates. This appears to be a 
more reasonable accounting procedure than that for mass- or volume - 
weighted total pressure, where the downstream ducting is charged with 
the mixing losses. 

A large portion of the total -pressure-loss data presented herein is 
based on measurements made at the point of maximum static pressure in the 
tailpipe downstream of the diffuser. Thus, the total-pressure losses 
correspond to the effective total pressure previously discussed except 
that friction losses in the tailpipe are included. The friction losses 
are normally of less magnitude than the data scatter. Some of the loss 
data are based on mass-weighted total pressures and some on "mass-derived" 
total pressures . The latter is a calculated value which is consistent 
with continuity, the existing static pressure, and the stagnation tem- 
perature. Thus, a mass-derived total pressure charges the entire excess 
dynamic pressure associated with a nommiform velocity distribution as a 
loss and is the most pessimistic value of the several common types in use. 

In order to obtain some nmerical values illustrating the differences 
between the various averaging procedures, the methods presented by Wyatt 
(ref. 4) were used to calculate mass -weighted, mass-derived, and effective 
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total pressures for a number of assumed velocity distributions and Mach 
numbers. The calculations were performed for the case of two-dimensional 
flow with power -profile boundary layers meeting on the duct center line. 
The results of the calcxilations are summarized in the following table in 
terms of the difference between the mass-weighted and mass-derived total 
pressures and the difference between the effective and mass -derived total 
pressures. The differences axe nondimensionalized by dividing by the one 
dimensional or mass-derived, compressible, dynamic pressure. The differ- 
ence between the mass -weighted and effective values may be obtained by 
simple subtraction of corresponding values for the two coefficients given 


M' = 0.2 



0 


He - H' 

wm 

IBB 




<ic' 

‘Ic’ 

'Ic' 



^c’ 

1.29 

o.o 4 

0.03 

0.05 

0.05 

0.05 

0.05 

1.40 

.07 

.05 

.09 

.06 

.10 

.06 

1.67 

.17 

.12 

.20 

.15 

.22 

.12 

1.80 

.25 

.16 

.27 

.17 

.29 

.16 

2.60 

.72 

.48 

.81 

.46 

— 

— 

5.00 

1.05 

.66 

1.15 

.61 

— 

— 


The values in the table show that differences between the various 
weighting and averaging methods for boundary-layer shape factors corre- 
sponding to incipient separation (6*/ 9 ^ 1.8) are of the same order as 
diffuser loss coefficients. For this reason, the methods used in 
obtaining a mean total pressure become important. For cases where the 
boundary layer does not extend to the duct center line, the values given 
in the table would be reduced accordingly. 

Three performance values related to the exit flow distribution will 
be presented because each has its own particular merits. The quantities 

are the exit dynamic-pressure distortion ' , , the exit displacement 

A*2 

area — and the exit velocity distribution. The dynamic -pressure 
A2 

distortion is a qioantity which may be measured or may be calculated from 
measurements of the static -pressure rise and total -pressiore loss. The 
exit displacement area is of interest to designers because it indicates 
the relationship between geometric area and effective area. The actual 
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velocity distribution is the information required to give all the details 
of the flow distribution necessary for matching the diffuser performance 
to the requirements of a downstream unit. 

The static -pressure -rise quantity will be given in terms of the 
diffuser effectiveness, which is defined as the actual rise in pressure 
energy divided by the ideal reduction in kinetic energy. The incom- 
pressible expression for the effectiveness is as follows: 



( 1 ) 


In equation (l) the ideal reduction in kinetic energy is defined as the 
difference between what is available at the inlet and what woxild be 
available at the exit if the diffiiser produced the same kinetic -energy 
distribution at the exit as that entering the inlet. The assumption 
regarding the type of ideal exit kinetic -energy distribution is based 
on the practical consideration that the diffuser shoxild not be required 
to produce an exit velocity distribution which is superior to that 
entering the inlet. Using the definition of effectiveness of eqvia- 
tion (1), it appears possible that in certain instances the effective- 
ness may reach values in excess of 100 percent, particularly for low- 
angle diffusers with separated flow entering the inlet. 


If the dynamic -pressure quantities are defined as 


5 = 



uA 


and 



eqmtion (l) becomes, for no radial gradient in static pressure. 
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?2 - Pi P? ■ Pi 



The latter expression is the ratio of the actual static -pressure rise to 
the ideal static -pressure rise as determined from the mean dynamic pres- 
sure at the inlet and the area ratio. For compressible flow, the ideal 
static-pressure rise can be determined from the mean compressible 
dynamic pressure at the inlet the ii/Let static pressure and 

the area ratio, if the flow is assumed to be isentropic. The calculation 
can be performed by using any of the several piiblished compressible -flow 
tables . 

Three of the performance parameters previously discussed may be 
related through use of Bernoulli's equation, as follows: 


AH 


■ ('^1 ■ '*<=2) ■ ('’2 ■ 


which converts to 


K = (1 - Ti) 


Aj^ - 1 


^|/V 


- 1 


(Ar - 1 )‘ 


( 2 ) 


Through use of equation (2) any one of the three parameters may be 
determined, provided the other two are known. 


METHODS OF PERFORMANCE MEASUREMENT 


The review of the literature and previoias experience indicate that 
certain methods for making the performance meas\arements are most satis- 
factory. The inlet measurements required consist of the upstream static 
pressure p^, a reference total pressure Hpef^ total -pressure sur- 
veys at the inlet station. The inlet static pressiure can be measured 
most accurately and efficiently by wall static -pressure orifices in a 
longitudinal location where negligible transverse static -pressure gradients 
exist. Stream static-pressure siirveys are difficult to make, subject to 
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error in proximity to the wall, sensitive to tube misalinement, and 
unnecessary for irrotational flow. The longitudinal location of the 
wall static orifices, station 1, should be far enough upstream from 
the start of the geometric expansion to be free from regions of local 
acceleration in the vicinity of the change in wall slope at the inlet 
and shovild be close eno;igh to the start of the geometric expansion to 
eliminate unnecessary penalties to static -pressure rise due to inlet 
ducting friction loss. (See fig. 1). The optimum location varies 
with the design, but it appears to range from a value of l/4 to 1 
hydraulic diameters upstream from the break in wall slope at the inlet. 

Since total -pres sure surveys should be made at only one station at 
a time, a correlating parameter, such as Pi/Hpgf^ required. The 

reference total -pressure tvibe should be fixed and located, if possible, 
in a plenum chamber or large duct upstream from the inlet. The effect 
of the reference total-pressure tube on the diffuser flow must be 
negligible. In addition to the reference total -pressure measurement, 
upstream total -pressure surveys are required at station 1 in order to 
determine the diffuser total -pres sure loss and also the inlet boundary- 
layer parameters. 

Downstream total -pressure surveys are required at two locations for 
satisfactory accuracy. Diffuser -exit velocity distributions are generally 
desired at the end of the geometric area expansion, and total-pressure - 
recovery measurements should be taken at a location which corresponds to 
a minimum of velocity distortion. The velocity surveys at the diffuser 
exit will be in eiror because of difficulties associated with measuring 
in a region of high velocity gradient (see refs. 11 to I 5 ). However, the 
measurements are necessary to indicate the character of the exit velocity 
distribution. The total-pressure-recovery measurements should be located 
in a tailpipe at a downstream location where the velocity distribution has 
become reasonably uniform. This location may be as much as 6 diameters 
downstream from the diffuser exit, depending on the dlff;;iser design and 
flow conditions . An alternative procedure is to locate a venturi about 
5 hydraulic diameters downstream of the diffuser exit and to measvire the 
total -pressiare recovery in the throat. In most cases, the added friction 
loss of the tailpipe is negligible compared with errors introduced by 
attempting to measure recovery nesur the dlffxiser exit. 


RESULTS 


All the data presented in figures 1 to 52 correspond to favorable 
inlet boundary-layer distributions such as would be obtained in turbulent 
flow with negligible longitudinal pressxire gradient imless otherwise 
noted. 
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Total-Pressure-Loss Factor 

Conical diffusers . - Total -pressure -loss data in terms of the loss 
factor K for conical diffusers tested by Gibson (refs. 8 and 9) 

Peters (ref. 10) are given in figure 2 as a function of expansion angle. 

A logarithmic scale was used for expansion angle in order to Increase 
the spacing at the lower expansion angles, which are of most interest. 

The figure presents two types of loss factors : K, the total or measured 

quantity indicated by the curves faired through data symbols (which are 
identified in table I), and Kf, the calculated friction-loss factor 

which was determined by using the expression noted in the figure. The 
friction-loss -factor expression resulted from an integration of the 
differential form of the expression for friction loss in a straight pipe 
as given in reference 1. The expression noted in figure 2 assumes that 
friction losses in a differential length of the conical diffuser can be 
estimated by using the straight-pipe expression. This assvmiption is only 
approximate because as the flow proceeds through the diffuser the boundary 
layer becomes distorted, producing a reduction in the skin-friction coef- 
ficient (see ref. 7). However, approximate values are sufficient for this 
analysis. 

As the expansion angle approaches zero, the total-loss factor 
approaches the value for the friction-loss factor because the rate of 
diffusion becomes negligible. At intermediate expansion angles, on the 
order of 5° to 10°, Kj> may be about one -half of the total K. The 

variation of loss factor with changes in expansion angle, as described, 
results in the well-known fact that for conical diffusers an optimum 
expansion angle exists in the range of 5° to 8° which produces the least 
total -pressuire loss for a given area ratio. 

Peters ' investigation covered a wide range of inlet boundary-layer 
thicknesses for an etrea ratio of 2.5^ wliile Gibson's data cover a wide 
range of area ratios at one inlet boundary-layer thickness (6*i/Rq = 0.01). 

For both sets of data, the total -pressure -loss factor is based on measure- 
ments in the tailpipe at the point of greatest static -pressure recovery, 
which corresponds to a velocity distribution approximating fully developed 
pipe flow. Therefore, the data should correspond to effective total pres- 
sures previously discussed and should be fvilly con5>arable. The left ends 
of all the data curves were faired in such a way that at very low angles 
the total K would become equal to Kf . 


For expansion angles between 10° and 20°, a range of Interest for 
practical application, the data curves for area ratios of 2.25^ ^.00, and 
9.00 for a 6*]_/R]_ of 0.01 (Gibson) tend to coincide, illustrating the 

lack of dependence of the loss factor K on area ratio. For expansion 
angles less than 10° the friction component of the loss becomes substan- 
tial, as is indicated by the calculated friction curves. The friction-loss 
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factor is definitely a fiinction of area ratio, as indicated by the 
expression noted in the figure. In order to estimate the loss factor 
for low-angle diffusers with area ratios other than those corresponding 
to the data, it is suggested that the value from the data curves be 
corrected for the difference in friction-loss factor due to the change 
in area ratio. For instance, for a 4° diffuser with an area ratio of 
4.0 and a of 0.029; the estimated loss factor is obtained as 

follows : 


K = 0.27 - (0.14 - 0.09) = 0.22 


In the range of expansion angles corresponding to the lowest loss 
factors the inlet boundary-layer thickness has a substantial effect on 
the value of loss factor. As the expansion angle is increased beyond 
20° separation becomes the controlling factor and inlet boundary-layer 
thickness becomes irrelevant. Diffusers with expansion angles greater 
than 50° produce loss coefficients greater than that for a sudden expan- 
sion (K of 1.0). 


Peters ' data are compared with more recent data taken at higher 
inlet Reynolds mmibers (refs. 15; I6, and I7; see table I) in figure 5* 
The loss factors for the diffusers with area ratio of 2.0, which were 
tested at the highest Reynolds numbers, all agree well with Peters' data 
except for two low points. This result may be circumstantial, however; 
the loss coefficients for the diffiisers with area ratio of 2.0 are known 
to be low (see ref. I5) since the pressure recoveries were measured at 
the diffuser exits in large velocity gradients and since the total pres- 
sures are mass -weighted Instead of effective values. Sqiilre's data 
(ref. 16) for diffusers with Aj^ of 4.0, which appear to be higher than 


Peters' data and were taken at 2^ times the Reynolds number, are probably 


more acc\orate than the data for diffuser^ with Ap of 2.0 because the 
meas\irements were taken 1 diameter downstream of the diffuser exit. It 
appears possible that the loss coefficient does increase with Reynolds 
number as indicated by boundary-layer theory (ref. 7); however, svifficient 
data are not available to substantiate this point. 


Figures 2 and 5 show that Peters' data have a certain degree of iml- 
form variation with respect to change in inlet boundary-layer thickness. 
The curves are very similar in shape, which suggests that the loss factor 
can be broken down into the product of two functions as follows : 


K = cp(20)lf(8*i/Ri) 
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This process was' accomplished, and the two functions are plotted in 
figure 4. The function of expansion angle, cp(20) = Kj^ef^ determined 

by assuming that Kjjgf is approximately equal to the maximum value of K 
at any given expansion angle in figure 5* The empirical relation, which 

fits the data closely, shows that is a function of (20) • 

Above values of 29 of 20° the relationship does not hold, probably 
because the extensive flow separation in such diffusers produces a radi- 
cal change in flow pattern. For values of 29 below about 8°, the data 
points diverge appreciably from the empirical relationship, indicating 
that the laws of friction loss are becoming predominant. 


The boundary-layer fionction t 


(s*i/Ri) - 


K K 


■Ref 


was evaluated 


directly from the measured values of K and the pre-viously determined 
values of %ef‘ results are plotted in figure 4 for values of 

expansion angle between approximately 8° and 20°. All the data of 
figirre 5 within this angle range are included although, as pre'vlously 
noted, the data for the diffusers with an Ar of 2.0 are known to be 

low. The function of appears to be linear with an^ 

of high slope up to a •value of of 0.04. At this point, the 


curve breaks and assumes a much reduced slope. The sharp break in the 
curve can probably be associated with a change in flow pattern brought 
about by the filling of the diffuser cross section with boundary layer. 
The fact that K^Kj^ef appears to be approaching a value of 1.0 at the 

maximxm possible value of suggests that K is equal to Kpgf 

for fully developed pipe flow at the inlet. 


Rectangular and square diffusers . - Figures 5(a), (b), and (c) con- 
tain loss data on square and rectangular diffusers. In figiire 5(a), 
equivalent conical expansion angle (defined as the included angle between 
the walls of a cone of the same length and inlet and exit areas) is used 
as the independent variable . The purpose of using the equl ■valent cone 
angle is to obtain an angle which is indicative of the same longitudinal 
pressure gradient that the conical diffuser has. It is apparent that 
the data do not correlate with the conical-diffuser curve and that other 
factors besides longitudinal pressure gradient must be significant. 


Figure 5(^) contains the same data as figirre 5(8') except that the 
included wall angle is used as the independent ■variable. The correlation 
with the conical-diffuser curve is satisfactory except for the square - 
diffuser data and Young and Green’s data for rectangular diffusers with 
an Ar of 4.0 (ref. I 8 ; see "table I). The Young and Green data are 

higher than the other diffuser data because the exit total pressure was 
calculated from the static pressure and mass flow. This procedure 
charges the nonuniformity in the exit tojal -pressure distribution against 
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the loss coefficient, which is inconsistent with the other data. The 
degree of success obtained by using included wall angle as a correlating 
parameter suggests that the actual maximum change in flow direction from 
the mean direction is ing)ortant in determining the loss factor. 

Data for several designs of shaped diffusers developed by Gibson 
(refs. 8 and 9) are also included in figure 5 (^) to show the advantage of 
special wall shapes in reducing losses, especially at expansion angles 
greater than about l 8 °. A crude statement of the apparent philosophy 
behind these designs is that for short diffusers the rate of area 
increase should be small at first in order to obtain the maximum pres- 
sure rise possible prior to boundary-layer separation. After separation, 
the area is Increased at a high rate compatible with the shortness of the 
diffuser. Such a design undoubtedly produces highly distorted exit 
velocity distributions j however, the distributions may or may not be 
worse than those for any other wall shape. 

The independent variable used in figure 5(c) is the included wall 
angle of a cone circumscribed about the diffuser. Use of the 
circumscribed-cone angle represents an extension of the thought that 
performance is a function of the angle of the maximum change in flow 
direction, which occurs in the comers of the diffuser. The circum- 
scribed cone correlates the square-diffuser data well, further substan- 
tiating the conclijsion relative to the importance of the change in flow 
direction. 

Annular diffusers . - The measured loss factors for annular diffusers 
are compared with conical -diffuser data in figure 6 (a). The data are 
plotted against included wall angle where possible. In the case of 
expanding inner and outer walls the Included wall argle becomes con- 
verging; therefore, equivalent conical angles were used in this case. 

The annular diffuser data of figure 6 (a) do not correlate with the 
conical-diffuser data, apparently because of the differences in friction 
losses between annular and conical diffusers. The calculated friction 
losses included in the figure show that for the annular diffusers with 
lower angles the losses axe almost entirely friction. 

In order to obtain a correlation, the calculated friction losses 
were subtracted from the measured losses to produce a loss factor 

which is chargeable to diffusion only. The resxilts given in figure 6 (b) 
show good correlation with the conical data except for the Aj^ of 

1.91 data, which are known to be low because the downstream total pres- 
sure was measured in a highly distorted velocity distribution. The 
correlation appears to be valid for engineering approximations. 
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Diffioser Effectiveness 

Conical diffusers .- In accordemce with ecjviation 2 and in order to 
obtain values of the same order of magnitude as the loss factor, the 
data on diffuser effectiveness will be presented in terms of loss in 
effectiveness 1 - tj. Conical-diffuser data from several sources and 
corresponding to several area ratios are presented in figure 7. No data 
correlation is indicated by the presentation. The data for similar values 
of ^*± 1^1 and Ap agree well except for a few isolated points for sin 

Ar of 2.0. The data indicate that 1 - tj is not independent of area 
ratio . 

The dependence of 1 - tj on Ar Is illustrated in figure 8 for both 
thin = 0.006) and thick ~ 0*0^2) inlet boundary layers. 

The curve for an area ratio of 2.j4 and of O.OO6 is em extrapola- 

tion of Peters’ data (ref. 10) based partially on the data for Ar of 
2.0. The curves indicate that Ar has a large effect on 1 - tj for 

thin boundary layers, corresponding to the following approximate 
proportion: 


1 - TJ Ar^*^ 


The thick-boxmdary-layer curves were calculated by using the exit velocity- 
distribution data of reference I5 sind the assumption that the data of ref- 
erence 15 correspond to Peters' loss-factor results, which the loss-factor 
discussion Indicates to be a valid assTimption. The curve for an Ar of 

2.5 is Peters' data. The thick -boundary -layer curves indicate that 1 - tj 
is almost independent of Ar. The extreme difference in the dependence of 

1 - TJ on Ar for the two boundary-layer conditions also may result frcan 

the flow phenomena produced by the fact that the boundary layer fills the 
diffuser in one case and does not fill it in the other case. The curves 
of figure 8 emphasize the need to consider all pertinent conditions in 
predicting or coniparing diffuser performances. 

Peters ' data are presented as a product of two fimctions in figure 9 
in a manner parallel to the loss -factor presentation of figure 4. The 
function of 20 represents a curve of the maximm values of 1 - tj 
occurring at any expansion angle as determined from cross plots of fig- 
ure 7 • Maximum values occur at an inlet boundary-layer thickness of 
approximately O.O56. The function of 20 is linear with 20 in con- 
trast to the power function for the K factor. Owing to the nature of 
the 20 fimction, the function of 6*i/Ri reaches a value of 1.0 at 
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of 0.056 and then decreases slightly with further thickening of 

the boundary layer. This result indicates that for a given diff;iser 
expansion angle the exit velocity distribution must improve slightly 
with fmrther thickening of the inlet boundary layer after the condition 
of complete filling of the diffuser with boundary layer is attained, 
becaiase the loss factor continues to Increase in this region. The 
correlations apply to expansion angles ranging frcm 5° to 20° for reasons 
discussed in connection with the K correlation. In addition, the corre- 
lations apply to an area ratio of only, because of the dependence of 

1 - T) on Ap. 

Rectangular diffusers .- Rectangular-diffuser data from several 
sources are presented in figure 10. Some of the data are plotted against 
both eqiii valent conical angle and Included wall angle. It is apparent 
that the included wall angle is a better correlating parameter, which is 
in agreement with the analysis of the loss-factor data. The data indi- 
cate that area ratio has a substantial influence for rectangular 
diffiasers also. 

All the data of figure 10 are presented in figure 11 as a function 
of included wall angle, which considerably reduces the data spread due 
to the area -ratio variation at S*i/Ri of O.OO 8 . The data spread was 

further reduced by dividing 1 - tj by the arbitrary factor Ap^*^, as 
indicated by figure 12. The correlating factor indicates much 

less dependence of 1 - 11 on Ap for rectangxilar diffusers than for 
conical diffusers at &*]_/Ri of O.OO 6 (fig. 8 ). A power of 1.6 would 

have been reqxiired for the latter case. Judging from the variation in 
the dependence of 1 - tj on for conical diffusers, the correlation 

of figure 12 cannot be relied on to apply to thick boundary layers. 

Annular diffusers . - Data on annular diffiosers are sunmarized in 

figure 15 , where included wall angle is the independent parameter used 
except for the one case noted. All the data plotted, except those at 
low expsuision angles, fall below the conical-diffuser data for comparable 
boundary -layer thicknesses. Apparently, ann\ilar diffusers produce some- 
what more static -press\ire rise theui conical diffusers under the same flow 
conditions . 

The data for Ap of 1.75 (plotted in fig. I 5 against equivalent 

cone angle) appear not to correlate well either in magnitude or trend. 
These two points, however, are the only ones which have friction compo- 
nents significantly different from the conical diffuser of the same 
angle, a situation resxilting frcm the vise of equivalent cone angle. If 
the friction component of 1 - were subtracted from the measured 
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values, the data for these two diffusers would correlate; however, the 
correlation of the other data woiild not he improved. 


Recovery of Diffuser Effectiveness in Tailpipe 

Peters (ref. 10) measured static-pressure rise in the tailpipe; 
these measurements are summarized in figure 1^4-. The left-hand plot 
presents the maximum gain in effectiveness in the tailpipe refer- 
enced to the loss in effectiveness in the diffuser proper as a 
function of expansion angle. Since the static-pressure rise in the 
tailpipe is entirely due to the velocity distribution becoming more 
uniform through natursd. mixing, the coefficient plotted is a measure 
of the amount of loss in diffuser effectiveness which is recoverable 
(as opposed to that irreversibly lost due to total -pressvire losses). 

The curves have been faired to zero at expansion angles estimated from 
figures 7 I 5 to correspond to a minimum value of 1 - t^. This 
point has been interpreted as corresponding approximately to a fully 
developed pipe-flow distribution at the diffuser exit; such a distribu- 
tion is stable and would recover no further static pressure. The data 
Indicate that as much as 65 percent of the loss in diffuser effective- 
ness is recoverable in the tailpipe for O.O 58 . 

The right-hand side of figure l4 gives the tailpipe lengths reqvilred 
to recover the maximum amount of effectiveness. Six diameters of tail- 
pipe are required for O.O 58 for conical diffusers. 

The data of figvire l4 have been converted into terms of overall loss 
in effectiveness for conical-diffuser — tailpipe combinations and are pre- 
sented in figure I 5 . Since the optimum tailpipe length corresponds 
approximately to the point where fully developed pipe flow is obtained at 
the tailpipe exit (ref. 10), the net loss in effectiveness reaches a mini- 
mum at an expansion angle corresponding to the minimum loss coefficient. 
This fact may be substantiated by comparing figures 2 and I 5 . The table 
included in figure I 5 shows that the overall expansion angles of the 
diffxiser-tailpipe combinations 29^p fall within the range of 2 ° to 

for all conditions, which corresponds to the angle range for diffusers 
alone for least loss in effectiveness (fig. ?)♦ This result can be 
stated in other terms: for optimum tailpipe lengths and a given inlet 

boundary-layer thickness, the overall length of diffxiser-tailpipe combi- 
nations remains approximately constant over wide ranges of values of 
diffuser angle ( 20 )^. 


Inlet Speed Effects 

Inlet speed effects will be presented in terms of inlet Mach nm- 
ber M]^; however, the presentation should not be interpreted as implying 
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that the indicated effects are entirely due to Mach number or con^ressi- 
hility. Increasing the inlet Mach number also Increases the inlet 
Reynolds number, which produces certain characteristic effects. For 
instance, increasing the Reynolds number decreases the friction coeffi- 
cient and, therefore, the friction components of total -pressure loss and 
loss in effectiveness . In addition, reference 7 indicates that the loss 
in kinetic energy per unit length, normal to the direction of flow in the 
botuadary layer, is a function of Reynolds nuniber. The latter effect 
probably explains in part the phenomena in which the separation point in 
a diff laser travels upstream with Increasing inlet speed. 

Compressibility effect on ideal pressure gradient .- Boundary-layer 
theoiy (ref. 7) indicates that one of the pidme factors which influence 
the rate of boundary- layer growth (and therefore diffuser performance) 
is the longitudinal pressiare gradient. Mach nuniber increases raise the 
longitudinal pressiore gradient as a result of a compressibility effect 
predictable from one -dimensional relations. Naumann dlsciossed this effect 
in 19^2 in reference I 9 . Additional discussion of the same subject may be 
foiond in reference 20. The change in the isentropic one -dimensional ecn- 
pressible dynamic pressure per unit dynamic pressure for a given change in 
area increases as the Mach number Increases and approaches infinity as the 
Mach mamber approaches 1.0 as follows: 


P 


g 


(lcd(A/Ai) 


Ar - 1) 


The preceding eqioation is plotted in figure l6(a) for several inlet 
Mach numbers over a range of area ratio from 1.0 to 5*0. The pressiare 
gradient at the various Mach mambers oosed is referenced to the pressvire 
gradient at a Mach nuniber of 0.2. The curves show that the large effects 
are confined to small area ratios, indicating that the diffuser flow 
should be affected principally in a region near the inlet. The ideal 
pressure-gradient change may be only one of several ingportant con^ressl- 
bility effects. Phenomena pertaining to the transverse pressure gradients 
and associated iiafluences on the rate of boundary -layer growth may be an 
example. More research is needed to evaluate fvilly the inqpoirtance of com- 
pressibility relative to diffuser performance and design. 

The expression illustrated in figure l6(a) was used to modify the 
design of an 8° conical diffuser with 5 to 1 area ratio to obtain a design 
for an inlet Mach number of 0.8. It was assumed that the 8° conical dif- 
fuser operated satisfactorily at an inlet Mach number of 0.2. It was 
assumed further that a modified diffuser design which produced the same 
ideal pressure gradients at an inlet Mach noomber of 0.8 as those of the 
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conical diffuser at an inlet Mach nxjinber of 0.2 would, operate satisfac- 
torily. The latter assumption, as previoxisly discussed, is somewhat 
questionable; however, it was desired to obtain an idea of the effects 
on configiuration which are indicated by changes in the ideal pressure 
gradient. 

The resulting design is compared with the original 8° diffuser in 
figure 16(b). The increase in pressvire gradient obtained by raising the 
inlet Mach number from 0.2 to 0.8 was nullified by decreasing the expan- 
sion angles by amoxmts ranging from about 4.5° rxear the inlet to 0.08° 
near* the exit. Thus, the diff laser length was increased about I5 percent. 
The resulting diffuser shape suggests that increasing the inlet Mach niam- 
ber requires making the wall shape such that the radius of curvatxare of 
the wall increases gradually from the inlet to the exit and also requires 
reducing the overall expemsion angle. 

Loss coefficient - conical diffusers .- Data on diffuser perfonnance 
over a range of inlet Mach numbers are available in the literature from 
several sources. The total -pressure -recovery measurements for the coni- 
cal and annular diffusers were made in regions where velocity-distribution 
distortions existed, which introduced some inaccuracies. In addition, the 
change in performance with increasing inlet Mach number or the slope of 
the data curves is the iniportant factor, which requires data of higher 
than normal accuracy. Because of these circumstances, the data figures to 
be presented will be useful only in obtaining orders of magnitude. 

, Data on conical diffusers for inlet boundary-layer thicknesses 

I'' ranging between 0.005 to 0.006 are presented in figure l6(a) as the ratio 
of the loss coefficient at a particular Mach number to the loss coefficient 
for an inlet Mach number of 0.2. Values of choking Mach number, which are 
indicated in figures I7 to I9, are defined as the maximum value of average 
Mach number obtained at the inlet measuring station. The average Mach 
number is a value consistent with continuity and the existing static pres- 
sure and stagnation temperatiure. The 10° and 12° diffusers produced an 
average rate of increase in loss coefficient of 11 percent per unit change 
in Mach number up to Mach numbers of 0.75* Further Increases in inlet 
speed produced various high rates of loss-coefficient increase which 
depended on local changes in flow pattern caused by local shock -wave for- 
mations . The data for the 25° diffuser indicate a rapid rate of Increase 
in loss coefficient over the entire range of M]_. Considerable asymmetri- 
cal flow, flow separation, and flow unsteadiness existed in the diffuser. 

Conical-diffuser data for thicker inlet boundary layers of 

0.017 to 0.050) are presented in figure 17(b). Increasing the thickness 
of the inlet boundary layer by a factor of 5 or 6 produced higher rates 
of increase of loss coefficient for the 10° smd 12° diffusers and lower 
choking Mach numbers. One of the 12° diffusers produced an average rate 
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of Increase in loss coefficient as high as 56 percent up to a Mach manber 
of 0.6. The 25° diffuser still produced the most severe performance 
losses although the rate of increase in AEl/q was somewhat lower than 
for the thinner -bovindary-layer case (fig. 17 (a)). 

Loss coefficient - rectangular diffusers .- Rectangvilar -diffuser data 
are presented in figure 17 (c). Very little variation in the rate of loss- 
coefficient increase is indicated up to inlet Mach numbers of 0.6 for the 
several diffuser expansion angles tested. The three largest expansion 
angles produced various degrees of flow separation and unsteadiness. The 
average rate of increase in the loss coefficient was about 26 percent per 
unit Mach number up to inlet Mach numbers of 0.6. As noted previously, 
the rectangular-diffuser loss coefficient presented in reference I8 is 
not exactly comparable with other data presented herein becavise it 
includes a penalty due to the flow distortion at the exit. 

Loss coefficient - annular diffusers .- The data of figure 17(<i) 
emphasize the effect of Reynolds number on the friction component of the 
loss coefficient. For the two low-euigle diffusers, the loss coefficient 
either remained constant or decreased very slightly with increasing inlet 
Mach number. This result co\ild only be produced by a decreasing friction 
coefficient. The curve with the highest positive slope indicates an aver- 
age rate of increase in loss coefficient of percent per mit Mach nxmaber 
up to a Mach number of 0.8 even though this diffuser had a ratio of fric- 
tion loss to total loss of about 70 percent. The rate of increase, how- 
ever, could be drastically reduced by refairing the curve within the data 
scatter. 

Effectiveness loss - conical diffusers .- Data for conical diffusers 
with very thin inlet boundary layers (6*]_^R]_ from O.OO5 to O.OO6) are 

given in figure l8(a). The diffusers with an area ratio of 2.0 produced 
a wide dispersion in the results, the two dlffiisers in which separation 
was prevalent corresponding to very high rates of increase in the effec- 
tiveness loss . The two diffusers with no separation produced decreases 
in the loss in effectiveness over most of the Mach number range. The 
diffusers with an area ratio of 4.0, all bf which had low expansion angles, 
produced a uniform grouping of data corresponding to an average rate of 
increase in 1 - ii of 20 percent per unit Mach nuniber. 

Figure l8(b) presents similar data for much thicker inlet boundary 
layers, 5*]_/Ri of O.OI7 to O.05O. An average rate of increase of about 

55 percent up to a Mach number of 0.7 was obtained. The data represent 
a wide variety of conditions relative to flow separation. 

Figure l8(c) presents data from reference 20 comparing the charac- 
teristics of a straight-wall conical diffuser with those of a curved-wall 
diffuser. The expansion angle of the ciirved-wall diffuser increased 
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gradually from the inlet towsird the middle and then decreased to a lower 
value toward the exit, resulting in an average escpansion angle of 10.5°. 
The maximum local expansion angle was 15.5°* The straight-wall diffuser 
had an expansion angle of 8° over the entire length except for a faired 
region near the inlet, which resulted in an average angle of 7.25°. The 
data show that the curved-wall diffuser exhibited a definite superiority 
for all bo\mdary-layer conditions. However, for the two thickest 
boundary layers, the advantage of the lower rate of increase of 1 - H 
of the curved-wall diffuser is eliminated by the higher value of 1 - tj 
at a Mach number of 0.2 (see fig. 7). In general, the data show that 
the rate of Increase in 1 - tj becomes higher with increasing thickness 
of inlet boundary layer. 

Effectiveness loss- rectangular diffusers .- The rectangular-diffuser 
data of figure l8(d) group closely for a wide range of expansion angles 
and indicate an average rate of increase in 1 - tj of 27 percent per 
unit Mach n\jmber up to a Mach number of 0.6. 

Effectiveness loss - annular diffusers .- The data of figure l8(e) 
show a favorable Reynolds number effect due to a decreasing friction 
loss for three of the diffusers, as in the case of the loss -coefficient 
data. A comparison of the data with figure 17(d) shows that the diffuser 
which indicated the high rate of increase in loss coefficient is not the 
same as the one with the high rate of increase in effectiveness loss . 
However, as in figure 17(d), the high rates of loss in performance could 
be reduced drastically by refairing the curve within the data scatter. 

Choking Mach number .- Typical values of choking Mach number for 
diffuser flow are given in figure 19 as a function of the inlet boundary- 
layer displacement thickness. From such data maximum mass-flow capacities 
may be estimated. The mean choking Mach number plotted was in all cases 
measured at a reference station a short distance upstream of the diffuser 
inlet (0.4 to 1.0 diameters) where there was no transverse static -pressure 
gradient. Extensive pressiare surveys near the inlet of a 12° conical 
diffuser by Little and Wilbur (unpublished) showed that when the diffuser 
reached the choking condition, the point of choke occurred near the end of 
the inlet ducting or near the start of the geometric expansion. The Mach 
number outside the boundary layer was slightly supersonic. These results 
indicate that the actual mean choking Mach number probably depends very 
little on the diffuser geometry but is primarily a function of inlet 
boundary-layer thickness. The exception to this statement is the case 
where the diffuser configuration includes a flow obstruction (such as a 
blunt inner body) which sets up a transverse static -pressure gradient at 
the inlet. 

By using the concept of choking Mach nimiber described in the last 
I>aragraph, an equation (noted in fig. 19) was derived expressing choking 
Mach number as a function of 6*1/ Rp. The equation was derived on the 
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assumption that the Mach number outside the boundary layer is unity for 
the choking condition. Such an assumption would, apply only to thin- 
boundary- layer cases because the stream Mach number would become appre- 
ciably supersonic for thick cases . The plot of this eqmtion indicates 
that all the data correspond to somewhat lower Mach nimobers, with one 
exception. The exception at of O.OO6 may be in error since no 

measurements of were provided in reference 19 and therefore the 

value had to be estimated. The actual data should fall below the calcu- 
lated curve by about the amount shown by the faired curve since the 
measijring stations were upstream from the actual point of choke. 


Exit Flow Distributions 

Currently, one of the most critical items with regard to diffuser 
performance is the exit velocity distribution delivered by the diffuser. 
This item has become critical because power-plant components, such as 
compressors and combiistion chambers, cannot function properly without a 
relatively high degree of uniformity of flow distribution. 

Acceptable limits on the velocity-distribution distortion are 
difficult to fix rigidly and vary with the application. For turbojet 
engines, the distortion at the compressor inlet is generally expressed 
in terms of total pressure, and limits have been quoted ranging anywhere 
from 2 to 20 percent variation in total pressxire. In order to convert 
distortion limits in terms of total pressure into limits on the varia- 
tion of velocity, the mean Mach nimiber must be specified as indicated 
by figure 20. 

The curves of figure 20 were calculated by assuming that the distor- 
tion was equally distributed above and below the mean total pressiire and 
that the static pressure was loniform. Since the Mach number at the com- 
pressor inlet of turbojet engines is about 0.6, the maocimum variation of 
the velocity would be about 5 percent for a 2-percent distortion in total 
pressijre and about I5 percent for a 5-percent distortion. Assuming a 
Mach manber of 1.0 at the subsonic -diffusfer inlet, the theoretical area 
ratio for this condition is about 1.2. The same distortion limits for a 
Mach nvmber of about 0.5 (ram- jet operation) would be I6 percent and 
57 percent variation in u/U, with a maximum theoretical area ratio of 
about 2.0. From the preceding discussion, it is obvious that no general 
statement can be made as to what constitutes a satisfactory velocity 
distribution, and no attenpt to do so will be made herein. 

Conical diffxisers .- The effects of diffuser expansion angle, inlet 
boundary-layer thickness, and area ratio on exit velocity distribution 
are illustrated in figure 21(a) for thin inlet boimdary-layers corre- 
sponding to values of of O.OO5 to 0.026 and for M]_ values in 
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the range from 0.2 to O.k^. Increasing values of all three variables pro- 
duced increased distortions within the ranges covered by the data. The 
curve for the 12° diffuser at of O.OO6 does not fit well with the 

other data because the inlet boundary layer was somewhat distorted in 
shape, which resulted in a lower than normal performance. For diffusers 
with an area ratio of 2.0, expansion angles in excess of 12° probably 
would produce separated flow. The net effects of expansion angle, inlet 
boundary-layer thickness, and area ra tio on the velocity distribution are 
shown more directly by the plots of u/U at the top of figure 21 (a). The 
mean velocity ratio u/U was obtained by integrating the velocity diagrams 
in the lower half of the figure. Effects which pr oduc e more distorted 
velocity distributions result in lower values of u/U. 

A similar type of data presentation for a thick inlet boundary layer 
of 0.082) is given in figure 21(b) for a value of of 0.i)-5* 

The data were obtained by surveys at various positions in diffusers with 
an area ratio of 16; however, the results should be indicative of indi- 
vidual diffuser performances . 

The data correspond to the condition where the bovindary layer fills 
the duct at the inlet. For this case, increasing the area ratio produced 
progressively better velocity distributions within the range of the data, 
an effect which is directly opposite to that for thin inlet boundary 
layers. For values of expansion angle of 4°, and 6° essentially 
pipe -flow distributions were obtained at the higher values of area ratio. 
This result is indicated at the top of the figure by the curves which 
approach a mean velocity ratio value of 0.82, which corresponds to a pipe- 
flow distribution for a l/7-power profile. 

Rectangular diffusers .- Data for rectangular diffusers with a thin 
inlet boundary layer of 0.02) are given in figxire 21(c)) in terms 

of velocity distributions along the horizontal center line (b) and along a 
vertical line (a) through the peak velocity point. Reference I8 states 
that a high degree of flow asymmetry and instability existed for the three 
higher expansion angles, while the two lowest ones produced stable flow. 

The distribution for 20 of 15.8° does not show separated flow; however, 
separation may have existed intermittently at some location within the 
diffuser. In addition, the separation indicated for 29 of 10.6° must 
have been minor in nature. For the type of diffuser illustrated, the data 
and observations of reference I8 show that expansion angles in excess of 
10° may produce flow separation and instability. 
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Anmolar dlf fiisers . - Data on annular diffusers with a cylindrical 
outer wall are given in figure 21(d) for a thick inlet bovindary layer 
of 0.078). The velocity distributions at the diffuser exits 

(station 2) show separated flow for all but the 16.7° diffuser, which had 
highly distorted flow and also may have had local regions of separation. 
The measiorements at the tailpipe station (station 5), which was located 
1.07 outer diameters from the diffuser inlet, show greatly improved dis- 
tributions obtained from natioral mixing in the tailpipe, the 54° diffuser 
corresponding to the most imiform profile. The roughly elliptical shape 
of the inner bodies for the 26° and 54° diffusers may have influenced the 
performance beneficially. The data results furnish an example of the sub- 
stantial advantage of a short length of constant-area duct at the diffuser 
exit. 


Inlet speed effects . - As previously discussed, the effect on diffuser 
performance of Increasing the inlet speed is adverse in all respects 
except for the cases where the expansion angle is so low that wall fric- 
tion produces a substantial peurt of the total pressure loss. These 
general statements also apply to exit velocity distributions. 

Data for conical diffusers with an area ratio of 2.0 and thin inlet 
boxindary layers are given in figures 22(a) and 22(b). Adverse effects of 
increasing the inlet Mach number are shown to various degrees. In cases 
where the flow is separated the data may be Qjcpected to be optimistic and 
less accurate. 

Data on rectangular dlffvisers with a thin inlet boundary layer are 
given in figures 22(c) and (d). The curves do not show a definitive 
effect due to inlet speed; however, reference I8 makes it clear that the 
effect is adverse. 

Exit displacement area .- The character of the diffuser exit velocity 
distribution is not completely defined by limits on either the total pres- 
sure or the velocity distortion. Parameters which define a velocity dis- 
tribution more acc\irately are displacement area and the boundary-layer 
shape parameter ( the ratio of displacement area to momentum area ) . Both 
parameters are required to estimate the character of the distribution in 
the absence of actuial data points. Since both quantities represent values 
integrated across the station, rather than point values in the flow, more 
uniform variation with changes in independent variables is to be expected. 
The following discussion will indicate that the behavior of these quanti- 
ties can be mapped successfully for conical diffusers. Siifficient data do 
not exist for a map of other types of diffusers. 
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The three-dimensional exit displacement area ^*2/^2 is presented 


in figure 25 as a f motion of expansion angle. All measurements were 
made at the diffuser exit except those corresponding to an area ratio 
of h.O and 8*^R2_ of O.OO6, which were taken 1 diameter downstream in 

the tailpipe. The exit displacement area for this case woiild he higher 
than those shown. Figure 23 gives the immediate impression that thin 
and thick boundary layers produce two unrelated families of curves; how- 
ever, close inspection indicates that extrapolation through use of cross 
plots of both sets of data to obtain ciirves for an area ratio of 2.0 and 
6 *i/Ri of 0.082 might produce a curve common to both families. 

Increasing area ratio is noted again to produce opposite effects for thin 
and thick boundary layers. The exit displacement area is useful in esti- 
mating the area ratio req\ilred for a given diffuser application, since it 
can be added to a value determined from one -dimensional relations to 
detemine the actual geometric exit area required to produce a given 
maximum velocity. 


The same data are given in figiire 2 k as a fmction of the 

ratio of diffuser length to inlet diameter. Figure 25 shows that a 
single value of this independent parameter is determined by any combina- 
tion of 20 and Ap. The purpose of \ising the parameter was to deter- 
mine whether Ar could be eliminated as a vsuriable. The curves of fig- 
ure 2 k for the thick inlet boundary layer of O.I56) show that 

there is a lack of dependence of ^2/^2 area ratio for values of 
l/D]_ in excess of about I7. Values of l/D]_ below I7 produce individual 
curves for each value of Ap which, at L^Dp of zero, approach a value 
corresponding to a simple function of Ap and A*]_y^A]_. This function was 

derived on the assun^ition that for a diffuser of zero length the displace- 
ment area at station 2 is equal to that at station 1 plus the geometric 

for the 

thick-boundary-layer case become approximately constant for values of kjv)-^ 

in excess of 28. The constant value corresponds approximately to a fiilly 
developed pipe -flow distribution. If sufficient data were available, it 
would probably show that a curve for any area ratio and inlet boundary- 
layer thickness would approach the same constant value of ^2/^ ^/®1 

increases, and the exit velocity distribution would approach that for pipe 
flow. 


area difference between stations 1 and 2. The values of A*. 


2/^ 


Exit mean dynamic pressure .- Since the loss factor K minus a term 
containing the loss in effectiveness 1 - t| can be expressed as a f\mc- 
tion of the exit mean dynamic pressure (see eq. (2)), it is of interest to 
examine the behavior of the same conical-diffuser data in terms of this 
parameter. Figures 26(a) and 26(b) present the data as a fimction of 29 
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and L/D]_, respectively, in a fashion similar to that for the displace- 
ment area. Peters’ data (ref. 10), which were calculated hy using 
equation (2), are included for a thick and thin inlet boundary layer. 
Figures 26(a) and 26(b) show that the exit mean dynamic pressure behaves 
in much the same manner as the displacement area, and the same general 
comments may be applied to both. 

Exit three-dimensional shape factor .- The conical-diffuser data are 
presented in terms of exit three-dimensional shape factor 

figure 26(c). The trends of the curves axe the same as those for the 
exit displacement area and mean dynamic pressure. The table at the top 
of the figure notes two- and three -dimensional values of shape factor 
generally regarded as indicating limits on important ranges of values 
(ref. 5). The range of 6*/9 between 1.286 and I.80 is identified with 
attached flow, between I.80 and 2.60with either attached or separated 
flow, and beyond 2.60 with separated flow. The actual data points agree 
with this concept with two possible exceptions, the 10° diffijisers for 
area ratios of 5.8 and 7.8. Although figure 21(b) shows these two pro- 
files to be attached, the shape factors are in the range which shoiild 
correspond to separated flow. It may be significant that reference I5 
states that small regions of separated flow may have existed near the 
upstream end of the 10° diffuser. Of the data given in figure 26(c) no 
separated-flow profile produced a value for less than 

2.5(6*2/02 " 2.1). The plot at the top of the figure was constructed 
from the flow-steadiness observations of reference 21 for a very thin 
boundary layer and a low inlet Mach mmiber. Assianlng that unsteady flow 
corresponds to separated flow, the plot is not in disagreement with the 
comparable data for conical dlffiisers. The relationship between maximum 
expansion angle for stable flow and axea ratio probably would be altered 
by changes in inlet boundary-layer thickness or Mach number. 


Boundary-Layer Control 

The principal difficulty in almost ail diffuser design requirements 
is that of obtaining the performance of a long, low -expans ion-angle 
diffuser by using a short, high-angle diffuser since there is rarely 
sufficient space available for the optimum design. Bovmdary-layer-control 
devices are used frequently to improve the performance of short diffusers 
as well as to improve the performance of designs which do not operate 
satisfactorily for some reason not anticipated in the design stage. 

Because of the many additional variables Introduced by boundary-layer 
control, few Investigations are conprehensive enough to furnish design 
and performance data; therefore, the presentation will be in the nature 
of illustrations of inprovements obtainable by use of boundary-layer 
controls . 
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The common forms of boimdary-layer control may be grouped into 
three categories, as follows: 

(a) Removal of low-energy air by suction, diverters, and so forth 

(b) Reenergization of the boundary-layer air by injection of high- 
energy air, or by turbulence promoters or mixers such as vortex generators 

(c) Reduction in energy dissipated in the boundary layer by altera- 
tion of the basic diffuser flow pattern through use of splitter or turning 
vanes, screens, and so forth 

Each device has its own particular merits, and the proper choice is con- 
tingent on the individxoal requirements of each particular design. 

Conical diffusers .- Examples of reductions in the loss in effec- 
tiveness obtainable with vortex generators and with suction are given 
in figure 27 for conical diffusers. For diffusers with expansion angles 
of 10°, 20°, and 50°> area ratio of 5-2 and of O.OO 7 , curves 

with and without vortex-generator installations are given from refer- 
ence 22. The generators were tapered airfoils designed to approximate 
constant circulation spanwise in the boundary layer and were NACA 
64 i- 812 airfoil sections. The table on the left-hand side of the figure 

furnishes information on the generator installations. Considerable 
inprovement in the statlc-pressiire rise was obtained for aJ.1 three of the 
expansion angles tested, 10°, 20°, and 50 °; however, in no case was 
separation eliminated. The separation point (as indicated by tufts) was 
moved downstream from the 8-percent length station to the 90 -percent 
station by the use of the generators in the 10° diffuser. The installa- 
tions were considered to be optimum. A series of points at 29 of 25° 
is given (ref. 25 ) for several inlet boundary-layer thicknesses, with 
and without vortex-generator installations. The area ratio of the 
diffuser was 2.0 and the generators (see table on right side of figure) 
were rectangular NACA 0012 airfoils. Very large improvements were 
obtained for all boundary-layer conditions. The diffuser flow with no 
control exhibited separated and highly \ansteady flow. The separation 
and unsteadiness were eliminated by the vortex-generator Installations, 
which were considered to be approximately optimum. 

Data cixrves with and without suction control for diffusers with % 
of 4.0 and of 0.006 (ref. 24) are given, as well as points at 

26 of 50 ° for several values of 8*p^Rp. Suction slots were cut in the 

diffuser wall at optimum locations. The wall consisted of a cardboard cone 
supported by wire screen. Values of static-pressure rise were obtained by 
using wall static orifices in a fixed strut extending along the axis of 
the diffuser. The optimum suction-flow quantity (noted adjacent to each 
data point) was determined by using an arbitrary evaluation of the suction 
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power which was not related to diffuser inlet conditions . The optimum 
quantities are, therefore, subject to question. It was noted during 
the tests that optimum conditions reduced flow fluctuations satisfactorily. 
The data show very large improvements at high expansion angles and indi- 
cate that no improvement would have been obtained at an expansion angle of 
about 15°' optimum suction quantities vary from ^ to 6 percent for 

6*i/Ri of 0.006 to 16 percent for S*i^Rl of O.O5I. 

Annular diffusers .- Data for annulan diffusers with several types of 
boundary-layer control are given in figure 28. The curve showing 1 - 
with vortex generators corresponds to one of the better installations with 
vortex generators mounted on the inner wall only. The isolated points at 
expansion angles of 26° and with vortex generators correspond to two 
rows of generators in tandem mounted on the inner wall. Vortex generators 
which were mounted on the inner wall only allowed the boundary layer on 
the outer wall to become thicker as a result of the additional pressure 
rise produced by the vortex generators. The isolated point at 29 of 
16.7° corresponds to vortex generators motinted on both the inner and 
outer walls and indicates a considerable improvement due to the outer-wall 
installation. Separation on the inner body was eliminated for the 16.7*^ 
diffuser only. 

The boundary-layer -control data corresponding to suction, suction 
with a vane installation, and injection indicate higher gains in perform- 
ance than with vortex generators. This result is to be expected since 
the vortex-generator action is limited to mixing the energy available in 
the diffiaser flow, whereas control using auxiliary flow is limited only 
by the auxiliary-flow-system design. Suction quantities on the order of 
2 percent produced large improvements in contrast to the 16 percent used 
for the conical-diffuser investigation, which had less than one -half of 
the inlet boundary-layer thickness. The 2-percent quantity is close to 
an optim\mi quantity as determined from effectiveness values corrected 
for a suction power calculated by using the diff\iser inlet conditions as 
a reference. The data for diffusers with an area ratio of 5-19 show 
essentially no gains produced by use of splitter vanes; however, the 
splitter-vane design was not made optimum. The use of the controls 
stabilized the flow for the diffusers which were unstable (29 > 8.5°) • 

Exit velocity distributions .- A nmber of examples showing the 
improvements in exit velocity distribution obtainable with several 
diffusers with cylindrical outer bodies and an area ratio of I.9I. 

Where vortex generators, suction, or injection were used, the improve- 
ments woiild be expected to be confined to the center of the duct since 
all controls were located on the inner wall. This situation necessarily 
caused the outer-wall distribution to depreciate with control. In most 
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cases, the distributions are presented for two stations, one at or near 
the end of the inner body, and one at a common tailpipe station (station 3) 
which was located I.07 outer duct diameters from the diffuser inlet. 

Figures 29(a) and (b) give results with vortex-generator control. For 
all diffusers at both stations the flow was shifted toward the center of 
the duct. All but the 16.7° diffuser produced separated flow off the inner 
body, with or without generators. At the tailpipe station, the vortex gen- 
erators in the diffuser produced the most uniform distribution near the 
center line. 

Figures 50(a) to (d) indicate the effects of suction, injection, and 
vanes. The curves at the top of figure 50(a) show that suction through 
discrete holes distributed over an appreciable area of the surface of the 
inner body for a 54° diffuser eliminated separation on the inner body and 
more than doubled the velocity on the center line at the tailpipe station. 
This result was obtained with 5 • 5-P®rcent-suction flow. Adequate control 
on the outer wall might have provided almost constant velocity across the 
duct. The curves at the bottom of figure 50(a) show that suction through 
a backward-facing slot was superior to injection because of flow separa- 
tion off the cowl with injection. 

The use of suction and injection in conjunction with a turning vane 
is illustrated at the top of figure 50(b). The vane increased the effec- 
tiveness of both suction and injection, resulting in better distributions 
at lower auxiliary flows . The single vane installation illustrated at 
the bottom of the figure resulted in no appreciable improvement because 
the design placed the vane wake near the center line of the inner body 
instead of in the center of the amular exit area. 

Suction and injection control in conjunction with a vane in an 
abrupt-dump diffuser (fig. 50(c)) required high auxiliary flow quantities 
to obtain significant improvements with the short vane. The longer vane 
produced fairly uniform flow; however, the loss coefficient was high 
because of the abrupt dump. Suction and injection alone with an abrupt 
dump (fig. 50(d)) again required high auxiliary flows. 

Exit displacement area .- The data of figures 21(d), 29, and 30 
were converted into terms of exit displacement area ^ 2 . 1 ^ 2 . order 

to obtain a better comparison of the effects of various controls on the 
uniformity of the exit velocity distribution. The results are given in 
figure 51. The data for the diffusers with Ap of I.9I show that the 

1- and 2-percent-suction cases produced the biggest improvements at the 
station located at the end of the inner body. At the tailpipe station 
(identified by the sketch showing a tailpipe length), the 1-percent- 
suction case has less displacement area than the 2-percent-suction case 
because of the adverse effect of the increased pressure rise on the 
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distribution on the outer wall. At the tailpipe station the vortex gen- 
erators produced the smallest values of displacement axea. Values of 
A*2/A2 about O.18 have less displacement area than a pipe -flow 

distribution. 

Design of boundary-layer-control systems . - When reduced to a common 
basis, the data of references 25 and 25 on investigations of the perform- 
ance of vortex generators installed in diffusers agree reasonably well 
with respect to optimum values of geometric variables. The generators 
used were of rectangular plan form with NACA 0012 sections. The agree- 
ment obtained between the two investigations would indicate that the 
resulting design numbers may be quite general since the diffuser configu- 
rations and inlet conditlons^dlffered widely. Values of span, chord, 
spacing, and location have been expressed in terms of the two-dimensional 
displacement thickness at the reference inlet station (fig. 52), which 
corresponded approximately to the vortex-generator location. For both 
sets of data an angle of attack of 1:15° (counterrotating) was found to be 
optimum. In addition, figure 52 indicates the following values to be 
very close to optimum for all ciirves: 


Span, b/6]_* 5 

Chord, cjbi* 20.8 

Spacing, sjb^* I5.4 


Location, _50 

The curves show that increasing the inlet speed makes the performance 
more sensitive to the degree to which the installation differs from the 
optimum. The annular-diffuser data indicate no optimum chord within the 
range of the data, which is contrary to the conical-diffuser data. The 
optimum chord and span values chosen correspond to an aspect ratio of 
0.24. The value of optimum location is mostly academic because if space 
were available to locate generators far upstream of the inlet, the 
diffuser co\ild, in many cases, be lengthened, thus eliminating the need 
for vortex generators . 

The table of reference values given in figure 52 corresponds to the 
basic installation used when each variable was changed. It is evident 
that the reference conditions were not optimum j therefore, it follows 
that the indicated optimums may not be exactly accurate. The biggest 
discrepancy between the indicated optimums for the three data curves 
the reference values occurs for the chord ratio c/5*]_. The value of 
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20.8 is about times that used for a reference and might correspond, 


for instance, to a larger optimum spacing than that indicated. Refer- 
ence 26 presents data illustrating clearly the effects of vortex genera- 
tors on turbulent boundary-layer flow. In the reference a parameter is 
discussed which is referred to as the "solidity" and is defined as 

c sin (3, ^ ^ maximum value of 0.55 is recommended for the parameter, 

s 

Since it is considered to be proportional to the vortex strength, the 
maximum value is assimied to be optimum, and thiis the value of 20.8 was 
selected for the ratio of chord to displacement thickness. Corresponding 
values of span and angle of attack recommended in the reference ajre 
approximately equal to those chosen herein. 


In any diffuser with boundary-layer control, the principal object is 
to obtain a satisfactory performance from the standpoint of total -pressure 
loss or velocity distribution, or both. Since in systems which involve 
secondary flow (suction or injection) the auxiliary-flow power and quan- 
tities must be considered in evaluating the performance, the secondary 
objective is to minimize these quantities. References l4 and 27 indicate 
that the most satisfactory suction power coefficient is as follows : 


P = _R_ ^ ~ ^ 

® 100 

where, as shown in figure 55# H]_ - Hg is the pressure rise across the 

auxiliary-flow pump. If the auxiliary-flow ducting losses are signifi- 
cant, they should also be Included in the pump pressure rise. If 
desired, the coefficient may be divided by the pimp efficiency. In an 
actual design, it is quite probable that the suction air would not be 
discharged into the diffuser inlet, and in addition it is possible that 
a pump would not be required if a suitable low-pressvire region is avail- 
able for discharge of the suction air. However, for research purposes as 
well as to evaluate the performance, it is necessary to reference the 
pump pressure rise to inlet total pressure to avoid the use of variables 
extraneous to the flow in the diffuser. In addition, it is clear that in 
an actual installation the punp press\are rise as indicated is eqiiivalent 
to the pressure drop chargeable to the auxiliary-flow system, since the 
system can only be responsible for pressure deficiencies below the total 
pressure at the diffuser inlet. The diffuser performance may be corrected 
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for pimiping power as follows : 

HK) 

\ I ^/actual 

Pg + (^/^) 

^ 4deal 


AH 


'Ic 


1 



The preceding discussion euid a study of the investigations available 
in the literature and of unpublished data lead to the following general 
guiding principles applying to the design of suction houndary-layer- 
control systems: 

(a) The basic diffuser design shoiald be as aerodynamically efficient 
as the space and other restrictions will allow in order to reduce to a 
minimum the suction-flow qioantities and pressure drops required. 

(b) The final design, when used with control, should be free from 
flow separation in the diffuser because this drastically increases the 
suction-flow quantities and pressure drops reqiiired. 

(c) The area of the diffuser wall covered by suction-flow openings 
(holes, slots, porous media, etc.) should extend to a position slightly 
upstream from the location of natural flow separation without control. 

This procedure locates the suction openings as near to the high-pressiore 
end of the diffuser as possible, thus reducing the pianp pressure rise. 

The use of suction control appreciably upstream from the natural separa- 
tion point is not justified since there appears to be no particular 
merit to maintaining low boundary-layer shape factors except at the 
diffviser exit where uniform velocity distributions are desired. 

(d) The diffuser wall area covered by suction -flow openings should 
extend a sufficient distance downstream to produce the quality of exit 
velocity distribution desired. 

(e) The suction openings should be the maximum size consistent with 

structural integrity and the maintenance of an aerodynamically satisfactory 
surface. The size and distribution of the suction openings should also be 
such that Hg (fig. 53) loes not exceed at the upstream openings, a 

situation which would allow recirculation of the suction flow through the 
diff loser well. 
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While the preceding principles will serve as a guide in laying out 
a design, they furnish no quantitative values. Quantitative values, in 
general, are not available in the literature. For instance, such basic 
quantities as the amount of suction flow required for a given design and 
set of conditions still have to be determined experimentally. The opti- 
mum quantity for a given configuration would be expected to be detemined 
by the condition of the inlet boundary layer. The data of reference 24 
for a conical diffuser with Ar of 4.0 and 20 of 50° indicate that a 
suction quantity of 4 to 6 percent of the inlet total flow per increment 
of 0.01 in 5 *i/Ri is required. However, this result should be con- 
sidered with reservations because of the method used in reference 24 for 
evaluating suction power, which was the prime factor in determining 
optimum performance. Unpublished data by Wilbur ana Higginbotham on a 
54° annular diffuser with a cylindrical outer body and Ap of I.9I show 

that for this case, for O.O78, the optimum value of suction 

quajitity varies between O.15 percent and O.52 percent per increment of 
0.01 in 5*iyRl according to the value of total open area of the suction 

holes. An upper limit for the optimum value of O.56 percent was indi- 
cated and was fixed by the deterioration of the boundary layer on the 
uncontrolled flow near the outer wall. The deterioration was caused 
by the increased pressxire gradient produced by the suction control on 
the inner wall. In the case of a single-wall diffuser, such as a conical 
diffuiser, a limitation of this type would not be imposed unless struts 
or a similar drag -producing object were installed in the diffuser. 

Another significant result derived from Wilbur and Higginbotham's investi- 
gation is that the principal advantage of suction from an appreciable area 
of the diffuser walls, as opposed to suction from a restricted sector such 
as a slot, appears to be that area suction produces better exit velocity 
distributions. Static-pressure rise and total -pres sure loss were 
unaffected by varying the extent of area covered by the suction openings. 
These results necessarily are limited to the particular configuration 
tested since similar data for other types are not available. 


Effects of Distorted Inlet Velocity Distribution 

All data presented and discussed prior to this section of the paper 
have corresponded to favorably shaped inlet boundary-layer distributions 
such as would be obtained in flow along a siirface in practically a zero 
pressui'e gradient. A few minor exceptions have been noted. In any 
practical diffuser installation the diffuser is preceded by seme other 
duct element, such as a bend, air inlet, or turbine, which in many cases 
does not discharge a uniform or favorable velocity distribution. In 
such instances, the diffuser performaince is generally adversely affected 
and is substantially below that predicted by most research data. Dis- 
torted velocity distributions may occuir at the diffuser inlet in either 
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subsonic or supersonic flow systems; however, the most serious cases occur 
in the subsonic diffiaser preceded by a supersonic compression inlet which 
has subjected the boundary layer to intense pressure gradients produced by 
compression shock waves. 

Conical diffusers . - Reference 20 presents data on the effect of vari- 
ous degrees of inlet velocity distortion on the performance of curved-wall 
diffusers with different lengths of low-expansion-angle (20 of 2°) 
ducting on the upstream end of the diffuser, lliese data axe summarized in 
figure 5^(a) in teirnis of loss in effectiveness^ as a function of inlet 
boundary-layer thickness for an inlet Mach number of 0.2. Inlet velocity 
profiles and boundary-layer shape factors are given at the top of the 
figure. It will be noted that the two thickest boundary layers correspond 
to separated flow at the inlet. The variation in inlet velocity distri- 
bution was obtained by mounting spoilers on the wall of the inlet bell 
upstream of the diffuser. One curve of Peters' data (ref. 10) for a 
straight -wall, 10° diffuser and for a low inlet boundary-layer shape fac- 
tor is given for comparison purposes. 

For the two thinnest boundary layers, the longer diffusers suffered 
performance losses due to excessive friction losses. For the two thickest 
boundary layers with separated flow, the longer diffvisers produced higher 
performance beca\ise the upstream low-expansion-angle ducting allowed the 
flow to become attached and more uniform before the high ejqjansion rate 
started. At a boundary-layer thickness of G.06 the data of ref- 

erence 20 are optimistic conpared with Peters ' , especially since Peters ' 
data correspond to the more favorable inlet conditions. The results show 
clearly that some length of low-expansion-angle ducting is advantageous 
for cases whdre the inlet flow distribution is distorted. 

The effect of changes in inlet Mach number on the loss in effective- 
ness of the diffusers of reference 20 is illustrated in figure 5^(b) for 
three cases of distorted inlet velocity distributions. The superiority 
of lengths of low-expansion-angle ducting upstream of the main diffuser 
is again apparent for cases where the inlet flow is distorted. 

^For the data of reference 20 in figures 3^(a) and 5^(b), the pre- 
viously discussed definition of effectiveness does not apply. The 
assumption of quasi-one-dimensional flow inherent in the definition of 
ideal static-pressure rise used heretofore was violated by the existence 
of separated flow at the inlet to the point where it appeared advisable to 
modify the definition. In these instances (figs. 5^(a) and 3^(b)), the 
ideal static -pressure rise was defined as the sum of two quantities. One 
of the quantities was defined as the static-pressure rise obtainable 
ideally by mixing the inlet velocity distribution tintil it is uniform in a 
constant-area duct with no total -pressure loss. The other qioantity was the 
Isentropic, one -dimensional, static-pressure rise associated with the 
diffuser area ratio , Mq^ ' , and ' . 

u 
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Annular dlf f visers . - Reference 28 presents data on the effect on 
1 - T) of various degrees of inlet velocity distortion, which were 
obtained by mounting spoiler screens in the ducting upstream of the 
diffusers. Figure 54(c) summarizes these data for two cases, with and 
without a splitter -vane installation. Since the several distributions 
tested represent no regular progression of a single variable defining the 
amount of distortion, the data have been presented as a principal function 
of expansion angle, and the values of inlet boundary-layer thickness and 
shape factor have been identified. 

For sufficient distortion of the inlet flow for the lowest expansion 
angle, with or without splitter vanes, the loss in tj approached the 
theoretical value for a sudden ejqjansion, which is 0.48. The curve for 
the highest degree of distortion suggests that an expansion angle of 
about 4° would be required to obtain a performance approaching that for 
the undistorted flow at the optimum angle of about High performance 

could also have been obtained through use of boundary-layer controls or 
by smoothing out the distribution upstream of the diffuser through use 
of a constant-area straight section or some other device. Sufficient 
data do not exist to determine the most efficient procedure. The use of 
a splitter vane produced stable flow; however, high performance was not 
obtained in any case, apparently because of the friction losses associated 
with the splitter-vane surface. No attempt was made to obtain the optimum 
splitter-vane installation. 

Analysis of shock— boundary -layer interaction effects .- The flow 
delivered by supersonic inlets to the subsonic diffuser has generally 
been subjected to a normal shock and in some cases also oblique shocks. 

The incidence of these shocks on the boundary layer upstream of the 
subsonic diffuser may produce seriously distorted boundary-layer velocity 
distributions at the subsonic diffuser inlet. The boundary layer in such 
a condition cannot negotiate high pressure gradients; therefore, unless 
boundary-layer control or its equivalent is used in the throat of the 
inlet, the rate of area expansion of the subsonic diffuser must be low, 
especially near the throat. An approximate analysis has been made by 
using typical supersonic -inlet recovery data in order to determine the 
magnitude of the losses chargeable to shock — ^boundary-layer interaction; 
where shock — boundary-layer interaction loss is defined as the loss 
experienced in the subsonic diffuser in excess of that which would have 
been obtained with a favorable inlet boundary -layer distribution. 

The analysis was based on data from investigations of the general 
configuration shown in figure 35- Since the majority of the data in the 
literature is on conical spike inlets with no contraction and since this 
type of inlet appeared to have the broadest application, it was selected 
as the basis for the analysis. However, a limited amount of data is also 
included for the designs with internal contraction. Only test data corre- 
sponding to supersonic supercritical operation at 0° angle of attack were 
used in order to make possible the calculation of shock losses. 
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Comparisons of theoretical shock pressure recoveries with measured 
overall recoveries are giVen in figiores 36 and 57 * Th® symbols losed 
are identified with regard to the reference source and configurations in 
tables II and III. Figure 56 contains data on inlets with no internal 
contraction and figure 57 inlets with contraction. For sin 5 )licity of 
presentation, the curves of figures 36 and 37 were calculated by using 
cone surface values for the flow parameters required to calculate normal- 
shock losses. In addition, the curves of figure 57 are based on the 
maximum area contraction for starting the inlet. The difference between 
the recovery values for each symbol and the appropriate calculated shock 
recovery cirrve represents losses occurring in the subsonic diffiiser. 

This difference varies between 4 and 20 percent of free-stream total 
pressure Hq with the majority of the data corresponding to about 8 per- 
cent. The data scatter is not surprising in view of the wide variety of 
configiorations included. For all cases given in table II except the 
highest expansion angles and area ratios, a loss of O.OSHq in the sub- 
sonic diffuser is far in excess of what would be predicted from data such 
as those given in figures 5 and 6 . The concliision is that large losses 
may be obtained in the subsonic diffuser as a result of shock— boundary- 
layer interaction effects. 

The data of figures 36 and 57 were used to estimate the subsonic - 
diffuser loss chargeable to shock — ^boundary-leiyer interaction. The cal- 
culation consisted of subtracting from the overall measured loss the sum 
of the calculated shock losses and the estimated subsonic -diffuser loss 
for favorable inlet boundary -layer conditions (based on figs. 3 and 6). 
Since only supersonic supercritical operation with the normal shock at 
approximately the minimum-area section was considered, the shock losses 
and conditions upstream of the normal shock at the subsonic -diffuser inlet 
could be accurately computed. Flow conditions at and upstream of the cowl 
inlet were determined from conical -flow theory. The total pressure and 
Mach number in the plane of the inlet were determined by averaging the 
values at the cone surface and cowl lip. This procediore was not used in 
calpulating the curves of figures 3^ 57 because it would have intro- 

duced another variable, the ratio of cowl diameter to cone diameter. The 
small increase in accioracy did not justify the added complication in pres- 
entation. The total pressmre and Mach number based on average values are 
used as independent variables in presenting shock — ^bo\mdary-layer induced 
losses for cases with no internal contraction or strai^t section. The 
qiiantities differ from weighted averages by less than 1 percent. With 
internal contraction and/or a straight section, average values in the 
plane of the inlet were used in calculating supersonic flows downstream of 
the inlet by one-dimensional relations and also in calculating total- 
pressure losses and Mach number changes due to friction effects in ducting 
between the inlet and the minimum-area section. Passage areas involved in 
the calculations corresponded to planes through the average normal to the 
annular s\nrfaces. The basic subsonic -diffuser loss corresponding to a 
favorable inlet velocity distribution was estimated by using figures 3 
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and 6. The extra friction loss of annulax diff\isers, as compared with 
that for conical ones, was accounted for. Since the expansion angles of 
all the diffusers were low, no correction for increased loss coefficient 
due to high inlet Mach numbers was used. 

The shock — ^boundary-layer interaction losses calculated according to 
the preceding procedure axe given in figure 58 for configurations with no 
internal contraction and in figure 59 for the cases with internal con- 
traction. The data are presented as a function of the Mach number just 
upstream of the normal shock since the Mach number determines the normal- 
shock strength, which shoiild govern the interaction losses. The total- 
pressiire loss was referenced to the total pressure upstream of the normal 
shock for the same reasons. Since the normal -shock strength is the only 
independent variable accounted for in figures 58 and 59; differences in 
loss values at any given Mach number M3_g^ axe probably due to differences 

in geometry and/or differences in the condition of the boundaxy layer 
prior to the normal shock. 

The data of figure 58 form two distinct groups. One group produces 
an approximately constant loss coefficient (AH/H of 0.028) with changes 
in Mach number and includes the majority of the data. The other group, 
which originated from a single source, produces a loss -coefficient varia- 
tion which increases rapidly with Mach n\miber. The similarity of the 
models and test conditions (see table II for identification of symbols) 
indicates that differences in the condition of the boundary layer prior to 
the normal shock probably were not significant. The most probable reason 
for separation of the data into two groups is the differences in subsonic - 
diffuser expansion angles. The high curve corresponds to an expansion 
angle of whereas the expansion angles for the data averaging a loss 

coefficient of 0.028 range from about 5° to 5°* The data scatter about 
the lower curve probably results from the secondary effects of the many 
differences in model configuration, such as cowl shape, inner-body angle 
Sind shape, length of constant-area passage, and so forth. 

The data with internal contraction given in fig\ire 59 cover the same 
expansion-angle range as the lower curve in figure 58; however, much 
higher losses axe indicated. The data scatter is large, which produces 
low correlation accuracy. The higher losses indicated presumably could 
be due to thickening and distortion of the boundaxy layer in the con- 
tracting section. 

From the standpoint of estimating perf ormsince , it is of interest to 
determine the relation of shock — ^boundary-layer interaction losses to the 
basic diffuser loss predictable from data for favorable inlet boundary- 
layer distribution. Figure 40 presents the data for no internal con- 
traction in the form of the ratio of interaction loss to basic diffuser 
loss as a function of Mach number. The data for low expansion angles 
(5° to 5°) showed an average interaction loss equal to 75 percent of the 
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basic diffuser loss. The interaction loss for the expansion angle of 
9 . 4° increased rapidly with Mach ntJuiber, reaching a value of about 
16 times the basic diffuser loss at a Mach number of I. 87 . 

The effect of thicker boundary layers on interaction losses may be 
obtained from the data of figure 4 l, which presents test results on 
half -conical inlets mounted either on a flat plate or a fuselage shape. 
Such configurations wotild produce an initial boundary-layer thickness at 
the cone apex. The subsonic -diffuser expansion angles were 3° an<i 
The presence of the thicker boundary layer increased the loss siibstan- 
tially in each case. The xise of boundaxy-layer control reduced the 
losses substantially. 

Shock—boundary-layer measurements in a 3^^ diffuser .- Data were 
obtained on a 5° converging-diverging conical diffuser run at a Mach 
number of 1.4 to provide additional information on shock — ^boimdary- 
layer interaction effects on dlffiiser performance. The configuration, 
tests, and measurements are described in the appendix. Total- and 
static -pressure surveys were made at several stations in the diffuser 
for a series of normal-shock locations. This procedure resulted in 
Mach numbers before the normal shock ranging from about 1.27 bo 1.57* 
Thus, the test conditions differ from those pertaining to the prior 
analysis of the spike -type inlets where the performance applies only 
to the case with the shock near the minimum section. 


The values of shock--bo\mdary-layer interaction loss coefficient 
obtained in the investigation are given in figvire 42 as a function of 
the Mach nianber before the normal shock. The total -pressure loss is 
referenced to the compressible dynamic pressure alter the normal shock. 
The loss coefficient increased rapidly with increasing Mach n\mober even 
though the expansion angle was small and no separation was measured in 
the diffuser. The loss curve of figure 39 for spike -type Inlets with 
contraction was converted into terms of AH/q. and is also presented in 
figure 42. There is a marked similarity between the two c\irves, with 
the conical diffuser producing appreciably higher losses at the hl^er 
Mach numbers. This result is probably due to the appreciable run of 
supersonic flow between the throat and the downstream shock positions. 
This segment of the flow was subjected to alternate compression and 
expansion waves which may have impaired the boTondary-layer shape. 


The growth of the boundary-layer parameters A*f., 0,, , and A*j,/0 


c> '^cy “ cAcj 

along the length of the diffuser for several different shock positions is 
shown in figures 43, 44, and 45, respectively. The boimdary-layer param- 
eters correspond to three-dimensional, compressible values. The ratio 
of the area at a local station to the area at the shock position is the 
independent variable. The displacement and momentimi areas increased in a 
systematic fashion with diffuser length for the two weaker shocks. The 
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two stronger shocks produced abrupt increases at first, followed by 
lesser rates of increase. In general, the overall rate of increase 
became higher as the normal-shock strength increased. 


The behavior of the shape factor resulting from the 

changes in A*„ and 9c (fig. 45) indicates that after the initial 

5 

increase in shape factor caused by the shock, the 5 ° expansion angle 
produced a generaJ. reduction in the value of A*c/0c as the flow 

7 5 

proceeded along the length. This is an important result since it indi- 
cates that an expansion angle of 5 ° is low enough to produce an improve- 
ment in the boundaxy-layer distribution under adverse inlet conditions. 
The range of two-dimensional, incompressible 6*/0 generally associated 
with flow sepaxation is 1.8 to 2.6. Since some of the higher values 
Indicated in figure 45 fall within this range when converted to two- 
dimensional quantities, separated flow could be expected. The measure- 
ments indicated no separation; however, some flow asymmetry could have 
existed with small local regions of separation. 


The change in Mach number distribution at the several survey sta- 
tions with changes in shock position is illiistrated in figure 46. As 
the shock was moved downstream, the subsonic distributions became more 
distorted and exhibited higher peak Mach numbers. For instance, the 
peak Mach numbers at station 5 were O.52, O.58, O.7I, and O.95 for shock 
positions 1, 2, 5^ and 4, respectively, which illustrates the magnitude 
of the adverse effects of shock — boundary-layer interaction obtainable 
even though flow separation was not present to any measureable extent. 


The velocity distributions at the exit of the subsonic diffuser 
axe given in figure 47 for several Mach numbers' before the normal shock. 
Althoiagh the curves do not show an exactly progressive change with 
increasing Mach number, a definite trend towards less uniform velocity 
distributions with increasing normal-shock strength (increasing Mach num- 
ber before shock) is apparent in general. In each case the depression in 
velocity near the center line of the duct was caused by the total -pressure 
loss due to the combination of the normal shocks on the throat center line 
and in the diffuser proper. As the dlffioser normal-shock losses Int^reased, 
the total-pressure losses at the walls due to shock— boundary-layer inter- 
action increased at a higher rate, which produced a trend towaxds smaller 
deficits in u/U on the center line euid a thicker boundary layer as the 
normal-shock strength increased. While the 5 ° diffiiser produced better 
boundary-layer velocity distributions at the exit than those at the inlet 
and thus produced low values of boundary-layer shape factor at the exit, 
figure 47 clearly shows that the resultant exit velocity distributions 
for the higher shock strengths were quite nonuniform when considered on an 
area basis. Smaller expansion angles or boundary-layer controls would be 
required to obtain more uniform distributions. 
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CONCLUDING REMAEKS 


The subsonic -diffuser data available in the literature have been 
reviewed, reduced to certain appropriate performance coefficients based 
on the total -pressure loss, static -pressure rise, and exit velocity dis- 
tribution, and presented as functions of the significant geometric and 
flow variables. The presentation has been divided into the following 
parts; performance at low speeds (inlet Mach nimibers of approximately 
0.20), effects of increasing the inlet speed up to choking Mach numbers, 
illustrations of the effectiveness of boundary-layer controls, and 
illustrations of the effects of distorted inlet velocity distributions 
as obtained at subsonic speeds with spoilers iflpstream of the inlet and 
as obtained from compression shocks in supersonic inlets. 

At low inlet speeds the construction of several fairly extensive 
performance maps for conical, rectangular, square, and annular diffusers 
was accomplished from the large amount of data available in the litera- 
ture. Orders of magnitude were determined for the effect on performance 
parameters of increasing the inlet speed. The compressibility effect on 
optimum diffuser design was foimd to be largely unknown. Illustrations 
of the effectiveness of boundary-layer controls, in particular vortex 
generators and suction, were drawn from the available data, and some 
engineering approximations for optimum configurations of vortex-generator 
installations were made. From an approximate analysis of typical 
supersonic -inlet data, estimates of shock — ^boundary-layer interaction 
effects on total-pressure losses were made for a variety of shock condi- 
tions and diffuser configurations. Original data presented herein 
illustrate the effects of shock — boundary-layer interaction on the flow 
development in a 5 ° conical diffuser. 

Certain aspects of diffuser design and performance were fo\md to be 
/ in particular need of more research effort, including the effect of com- 
pressibility on optimum diff\oser design, design information on boundary- 
layer-control systems for short diffusers with favorable inlet conditions, 
and optimum diffuser and boundary-layer -control designs with unfavorable 
inlet conditions (for example, with shock — boundary-layer interaction). 


Langley Aeronautical Laboratory, 

National Advisory Committee for Aeronautics, 
Langley Field, Va., May I 8 , 195^. 
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APPENDIX 

DETAILS OF AN INVESTIGATION OF A 5° CONVERGING-DIVERGING 
DIFFUSER AT A MACH NUMBER OF 1.4l 


Additional information relative to the data presented in figinres 42 
to 47 is given in the following paragraphs. 


Apparatus and Instrumentation 

The setup, which is diagramed in figure 48, consisted of an inlet 
hell of 20:1 contraction ratio, a supersonic nozzle with an 8- hy 9^ -inch 

test section, and the converging-diverging diffuser mounted in the super- 
sonic nozzle. The nozzle produced a Mach nuniber of 1.4l with a maximum 
variation in Mach number of O.OO6 in the vicinity of the diff laser inlet. 
The cross-sectional area of the nozzle test section was increased somewhat 
near the diffuser inlet in order to prevent the duct from choking in this 
section. The disturbances originating from the point where the contour 
changed intersected the model downstream of the diffuser inlet and did 
not affect the entering flow. The converging-diverging diffuser was 
started by momentarily increasing the test-section Mach number through 
use of a retractable conical body inserted in the throat of the inlet 
bell. 


The line drawing of the diffuser (fig. 49) includes the apparent 
shock locations and the survey stations. The convergent section had an 
inlet diameter of 4.491 inches, a contraction ratio of I.066, an included 
wall angle of 5°, and an external lip angle of 8°. The diverging section 
had a ratio of exit area to throat area of 2 . 0 . The break in contour at 
the junction of the converging and diverging sections was rounded slightly. 
A straight section 1.15 diameters in length was located downstream of the 
diffuser exit. Butterfly -type doors at the end of the straight section 
were used to veiry the diffuser back pressure and thus the shock location. 
The duct siorface was chromium plated on machined steel. 


Wall static orifices were installed along two generatrices 90° apart 
in a region extending from the inlet lip to li inches downstream of the 

throat. One of these rows was extended along the full length of the 
diffuser. Eight orifices were equally spaced circumferentially at the 
diffuser exit. Sting -supported total- and static -pressure tubes were 
used to make surveys at the several stations indicated in figure 49. A 
shielded total-pressure tube located upstream of the inlet bell was used 
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to obtain reference total -pres sure readings. The ratio of the absolute 
static pressure immediately dovmstream of the normal shock to the refer- 
ence total pressure was used as a correlating parameter in resetting a 
given shock condition. 


Flow Distribution in the Throat 

The pressure and Mach number distributions entering the diverging 
part of the diffuser were obtained by surveying the throat at station 1. 
The results of these surveys are presented in figure 50 for the case with 
the oblique shock attached. The total -pres sure distribution indicates a 
boundary-layer growth on the wall and a high loss on the center line 
extending over a very small region. The maximum value of the loss on the 
center line is approximately equal to that for a normal shock at a Mach 
number of 1.4l. The normal shock at the apex of the conical shock 
theoretically should have occurred slightly downstream of the throat for 
the 5° convergence angle; however, because of the boundary-layer growth 
the effective convergence angle was apparently somewhat higher. This 
resiilt placed the normal shock slightly upstream of the throat. 

The static-pressure distribution shows a peak static press\n:e in the 
center region due to the normal shock. The static pressure in the throat 
did not reach a value corresponding to the pressure rise thro\agh a normal 
shock at a Mach number of l.i<-l. Since the normal shock occurred upstream 
of the throat, the static pressure on the center line in the throat was 
determined partially by the ambient static pressure of the surrovinding 
supersonic stream. The Mach number distribution resulting from the total- 
and static-pressure variations was nonuniform and varied from a value of 
1.25 near the wall to about 0.93 on the center line. Surveys a short 
distance downstream of the diffuser throat indicated that the Mach nimdber 
on the center line became supersonic again as a result of the lower static 
pressures produced by the increasing Mach number of the surrounding 
supersonic stream. 


;tial 
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TABI^ I.- SUBSONIC-DIFFUSER DATA 


Reference 

Symbol 

Configuration 

Control 

28 


6*1 

W 


Ml 

%i 







(1) 

(1) 


(1) 

10 

0 

Conical 


Variable 

2.35 

Variable 

1.2 to 1.5 

0.13 





15 

0 

Conical 


12° 

2.00 

Variable 

1.26 

Variable 





15_ 


Conical 


23° 

2.00 

Variable 

1.23 


2.1 




15 

A 

Conical 


12© 

2.00 

Variable 

1.22 to 1.33 

Variable 

1.2 



16 


Conical 


Variable 

4.00 

•^.006 


<0.43 






17 


Conical 


10° 

2.00 

Variable 

1.45 

Variable 

1.2 



25 

Q 

Conical 

Vortex 

generators 

25^^ 

2.00 

Vari^le 

1.26 

Variable 

2.8 

19' 

0 

Conical 


Variable 

(4.6<^ 

<%0.006 


Variable 

1.0 




21 

0 

Rectangiilar 


Variable 

Variable 

*•0.006 


0.10 

0.8 




2V 

a 

Conical 

Suction 

Variable 

4.0^ 

Variable 

1.^ to 1.21 

0.18 

0.7 

18 

> 

Rectangular 


Variable 

4.00 

*•0.02 


Variable 

0.3 




12 

P 

Annular 

Vortex 

generators 

Variable 

1.91 

0.078 

1.20 

<0.40 

0.7 

14 

D 

Annular 

1 Suction 
linjectlon 

I’Varlable 

1.91 

0.078 

1.20 

<0.40 

0.7 

27 

0 

Annular 

fsuction 

(Injection 

} 78° 

1.91 

0.078 

1.20 

<0.40 

0.7 ' 


p\ 

Annular 


Variable 

1.75 

0.017 

1.52 

Variable 

0.6 




29 

i ^ 

Annular 


Variable 

1.75 

0.002 

1-15 

Variable 

1.9 



8, 9 
8, 9 


Conical 

Rectangular 


Variable 

1 

Variable 

Variable 

Variable 

•0.01 

**0.01 


<0.20 

<0.20 

0.2 ' 
0.2 







8, 9 

Q 

Square 


Variable 

4.00 

*^0.01 


<0.20 

0.2 

(> 



8, 9 

Rectangular 

Variable 

Variable 

*0.01 

<0.20 

0.2 



8, 9 

Q 

Conical 


Variable 

Variable 

*0.01 


<0.20 

0.2 




15 

y 

Conical 


Variable 

Variable 

0.082 

1.34 

0,43 

0.43 



Unpublished (Wilbur, 
Higginbotham, and Wood) 

0 

Annular 

(injection 

^Suction 

Ivane 

j. 

1.91 

0.078 

1.20 

<0.40 

0.7 


0 

Conical 

Vortex 

Variable 

5.20 

<0.007 


0.30 

2.4 

22 


generators 


Unpublished (Wilbur 
and Hlgglzibotham) 

0 

Azmular 

Suction 

34° 

1,91 

0.078 

1.20 

<0.40 

0.7 

28 

/H 

Annular 

Vane 

Variable 

3.19 

Variable 

Variable 

0.30 

0.4 

25 


Annular 

Vortex 

generators 

16.7° 

1.91 

0.078 

1.20 

<0.40 

0.7 

31 

17 

Conical 

Surface 

roughness 

25° 

2.00 

0.014 

1.17 

Variable 

2.1 

20 


ConicsLl 


Variable 

1.96 

Variable 

Variable 

Variable 

0.35 



Unpublished (Wilbur 
and Higginbotham) 

a 

Annular 


Injection 

Suction 

Vane 

1 70° 

1.91 

0.078 

1.20 

<0.40 

0.7 


^Values taken at an Inlet Mach nimiber of 0.2 If possible. 




TABLE III.- SUPERSONIC- INLET DATA FOR MODEI£ 
WITH INTERNAL CONTRACTION 


Equivalent conical 

Reference Symbol e^^ansion ^le of diffuser 

subsonic diffuser 


5.7 to 5.5 

2.47 to 5.67 

A . 5 

2 . 5 A 

A . 5 to 5.5 

2.54 to 5.67 

4.5 

2.56 

A . 5 to 5.5 

2.5 to 5.5 

5 to 6 

3.87 to 4.62 

5 

3.12 

4.5 

3 . A 

4.7 

3.73 


Internal con- 
©s traction ratio, 

A1/A2 

20 26 to 52 1.06 to 1.16 

25 37 to 59 1 . 12 , l.Xk 

20 27 to 50 1.09 to 1.26 


20 27 to 50 1.09 to 1.52 

25 51 to 33 1.22 to 1.25 


2.45 

2.43' 

2.75 

2.75 

3.50 

3.30 

3.30 

1.85 

1.85 

1.85 

1.85 

1.83 

1.3, 1.7 


Remarks 


Conical 


Cowl lip angle 
and ratio of 
inner body 
to cowl inlet 
diameter varied. 


Conical 

Conical 

Conical 

Conical 

Conical 

Conical 
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Acceleration due to turn 



I I J ^ 1 L_ 

/£ 1.6 ZO Z.4 Z.d 3.Z 

D/ffuser length, l/Di 


Figure 1.- Typical longitudinal static -pres sure distribution. Conical 
diffuser; = O.OO 6 ; M]_ = 0.82; reference I 7 . 

















Loss factor 






Loss Factor jK 


NACA RM L56FO5 


61 





Expansion angle jZd 

(a) Measured values. 

Figure 6.- Loss factor. Annular diffusers; «= 0.2. 



I 




NACA RM L56FO5 








Inlet boundary-layer function ^ 0-^)/(l~i^) 


















Effectiveness loss 
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Expansion angle^Edd 

Figure 15*- Effectiveness loss. Conical -diffuser— tailpipe combinations 

Ar = 2.5^+j Ml = 0.15; reference 10. 
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(a) Change in pressure gradient with Mach number. 

Figure I6.- Compressibility effect on the ideal pressure gradient. 



Di ffuser radius. Local ( 
R/R. angle 
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ze 

Z3" Z 
10^ Z 
\Z‘ Z 
IZ‘ Z 


Separated flor/ 


Reference 

symbol 

O 




-t 


f I 


f 


Note : H indicates Mach 
number corresponding 
to choke. 

6ee table I 
for iSyrnbols 





AH /Sc 

Increase m Joss coefficient , 
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Inlet Mach number, M, 

(b) Conical diffusers; = O.OI7 to O.05O 

Figvire I7.- Continued. 







I 







(d) Annular diffusers. 


Figure 17 - - Concluded. 
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/ / 

/ / 

/ 

/ / 

Separated floui / / 

/ 

yt-23" 2 0// 

/ 

^ ! /' 

/ / 

/ / 

/ // 

//^ t f f 

// Z9 ftfi Inference 


A 


t t t 


-J" 4 O 
-C‘ 4 
-7“ 4 o 


Symbol 


-!0‘ Z 


-/2‘’ 2 a 


A'oiJe : Je mchcatei Mach number corresponding to choke. 
See ta.ble I for symbols. 


1 .6 


Inlet Mach number, M, 

(a) Conical diffusers; = O.OO5 to O.OO6. 


Figure 18.- Inlet speed effect on effectiveness loss. 



WS] 


Separatee/ f/ou/ 

See table I tor symbols ^ 


Z6 Reference Symbol 
-I2‘ A 

-zr o 

- 10 ” 

-!Z° □ 





Note : * indicates Mach number correspondmq to choke 


Inlet Mach number 


(b) Conical diffusers; = O.OI7 to O.O3O 


Figure I8.- Continued. 






2 .3 4 .S .a> .7 .6 .9 1.0 

Inlet Mach number, M, 


(c) Conical diffusers; = 0.002 to 0.02^4-; Apj = 1.96; reference 20. 

Figure l8.- Continued. 




Increase m effect are ness /ossy 
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Increase m effectn/e ness loss 



(e) Annular diffusers. 
Figure l8.- Concluded. 


wa vovM 












A/ote: i^elocity distributions along line (a) /ocated at peak i^eiociiy point 
on fine (b)y rrhich is a center line. 


(c) Rectangular diffusers; thin inlet boundary layer; b*- 

Aj^ = 4.0; Ml « 0.2; reference l8. 


Figure 21.- Continued. 









!/eloc 
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ze =/o“ 

% 

l■38^\ ^ 
1.39^ \ 


M, « .26 

.77 

See iablel /or 
symbols 


ze=!2‘ 






S*/ff-.024 


29 ~/ 2 ‘ 


29^23' 




Patio of focal fo total areaX'/^P) 

(b) Conical diffusers; thin boundary layer; = O.OI 5 to 0.030 

Aj^ = 2.0. 


Figure 22.- Continued. 
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i/e/ocify rafiOj ^/U 
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b 



y^atio of focal fo total area 


(c) Rectangular diffusersj thin inlet boundary layer; 

Ap =4.0; reference I8. 

Figure 22.- Continued. 






4 


5 


6 18 


Expans tot 

Figure 25.- Exit displacement ares 


i-able 1 for symbols. 


y (^g~ 4 

^ L-\st/Rr-oo6 
6*,!R, AVf^y 

^.J30 .056 


51/R, 

.0/9 O .03A 




y.oz6 


lfz3 ^ OSO 


'0!3 


.006. 

^X)06-^TL'.0\5 .003 


.003 /y .0/2 


.003—B-.0I8' 


Note : dotted cari/ss oootre correspond to 
rough fa/nngs for d^-Z data. 





Exit displacement area , ! Hz 
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Figure 2 k. ~ Exit displacement area; conical diffusers; = 0.2 to O.U 5 




Diffuser length-diameter ratio, L/D, 
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Diffuser length- diameter ratio , L/D, 


(t) Mean dynamic pressvire as a function of 


Figure 26.- Continued. 



Exit three -d/mens/ona/ s/)i7pe factor, (/T/Os) 
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(c) Three-dimensional shape factor. 
Figixre 26.- Concluded. 








Effect ! veness 
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t 


' 1 ^ 




Ratio of focal to to fa I (f/'R') 


(a) 29 ^ = suction and Injection. 


Figure 50 *- Effect of suction, injection, and vanes on the exit velocity 
distribution. Annular diffusers; = O.O78; Aj^ = 1 . 91 ; 

0.26. 


BSTF/fo 


l/eloci fy ra iio^ ^/U 
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(b) 26^f = vanes, suction, and Injection. 


Figure 50.- Continued. 


\felocify rafiOy ^/U 
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i^gjjeBWED 



/ J 




A/o conft^o/ 

i^ane 

tAuie * injection 

I4ine + sac f ion 

3ee fabiel for 3ymboh 


/ J 




/Fa/Zo <?/" /ocai 



St of ion 3 


o I 1 1 1 L 

0 

to Mat areOj 


(c) 20 ^ = 70°; vane, suction, and injection. 

Figure 50 -- Continued. 
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Figure 51 




Figure 32.- Effects of several vortex-generator geometric variables on 
diffuser performance. Conical and annular diffusers. 







V 




MAIN FLOh/ 



I 
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inlet (5t a, I) 




Suction pumping poner 

COEFFICIENT * 


^ lOO 



for evaluating suction 
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Effectivene55 loss , 



\outen,;a// 










t 


Constant- area passage 
or convergent section 
(frequently not present) 


Subsonic-diffuser inlet , 
Normal-shock location. 
(Minimum area section) 


Conical shock 



Subsonic-diffuser exit 


Stations 


0 1 loi z 


Figure 35.- Diagram of a typical supersonic inlet, 








Shock induced diffuser loss 


H 



Mach number before normal shock, 


Figure 58 •- Variations with Mach number of the shock-induced loss in 
the diffuser section of supersonic spike inlets having no internal 
contraction. 


f 
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Shock- induced dilfuser loss 





Mach number before normal shock, 


Figure 59.- Variations with Mach number of the shock-induced loss in 
the diffuser section of supersonic spike inlets having internal 
contraction. 



induced 





Shock-induced diffuser loss 


Shaded symbols indicate models having 
boundary layer removed 


From fig* 38 


See Table II for symbols 



13 14 - IS lb 

Mach number before normal shock, 


Figure 4 l.- Effects of inlet boundary-layer thickness on the shock- 
induced loss in the subsonic-diffuser section of supersonic spike 
inlets having no contraction. 
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0 15 


w /V 




O’0O 

Ar /.9r 


/.86 


/.77 /-66 



iKure 42.- Variations with Mach number of the shock-induced loss in 
the diffuser section of a supersonic convergent-divergent inlet. 



Compressible displacement area, AJ/a^ 


Symbol 

Shock position 

Mach number 
at shock 

0 

1 

1.27 

□ 

2 

1.37 

0 

3 

1.48 

A 

k 

1.57 
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Figure 46 .- Mach number distribution at several stations in the diffuser 
section of a convergent-divergent supersonic inlet for several 
different shock locations. 
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